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FORTY-EIRST YEAR 



COME AND SEE 



Leatlier Purses, mounted in solid silver $1.00 to $2. SO 

l..eatbeT Card Cases, mounted in solid silver — .fl.lX) to $2.00 

Gentlemen's Pocket Books from $ l-'H) to .fi.OO 

Photo frames in Leather, silver mounted .fl.OO to if2.00 

2.,eathcr Belts, with solid silver bnckles fiOc. ench 

Silk Belts, with solid silver buckles 50o. encU 

Come first and s;et best choice m m 

CHALLOMEB, MITCHELL & CO., ^VnoJ^Z^i^^. 





SP'K'GS FOR 25e. ] 



\^ KBTABLI8HED : 



THE AMES-HOLDEN GO.,OF MONTREAL, LTD 



5000 pairs Miners' 
Specials now ready 



F.rsl=class Footwear 



Wholesale Only 



HELP WANTED.... 




To liHvt' you rc'iiil niir nilverl iFCincut 



]1 ■ 



111 1-e to viinr Imcre 



vlll snvu yon niimey. Voii miiht 
Iniy (irof'orle.s. Wliero do you buy 
tlium ? If uot Irom us you aie mak- 
ing a mlstakf. The lady ol llio 
houEO general, y knows where tlio 
t'Rii uot tlio mos'i for Iht muiiey. Our 
iiricus iiru hard lo miUi'h. 



A full assortment of Garden and Flower 
Seeds. 

The ftnest assortment of Toilet and Lauii- 

dry Soaps ever offered. 
Lnniont's Crystallized Eggs. 
UeviUed Crab, 15c tin. 

...DIXI H. ROSS & GO. 



From all the returned minere who bought 
their oulfitH from us laet eeaeon . . . 



The Finest Goods . . 
and the Best Packed 

Is what they tell ue. THE OLDEST 
OUTFITTKRS ON THE CONTINENT 



HUDSON'S BAY CO. 



KLONDIKE GOOOS 



Compressed Klondike Horse feed 



rateiit iipi'''*''! f'"'- Tlii^ consists of ("ut Hay, (:rusli"il 
Outs iiiiii Corn, llioioiiL'lily Miixcil in projuT uroiiortioii ;irul 
couipressiMl iriio Ijiilcs im'iisuriii^' llxlsxls, uiul wi-iuiiini: 100 
pounds, liiditpensable for use on tlie Xruils. Cull and in- 
si)eut. Manufactured only by 

THE BRAGKMAN & KER MILLINQ CO., LTD. 

19 Hag tln gs Str eet, VANCOU VER 

las Gov«rnment°£itreet, VICTORFa 



AN V Directory of the province exeoptiuK 
Tiio Williams" IsonWaeopy of nuroiu 
puuUcnUoii. The WilUanis OUleial Directory, 
'J.S Brniul HI, l-f" 



T 



O llKNT-KuriitHhod iooms. Apply to 13.S 
BlBf ctinrd street. 



Fur Coata and Caps, Leather Coats Lined with Lamb's 
VVool, Corduroy and Flannel Artie Stookinua and Mitte. 
Sleeping Bags Lined with Fur and Wool, Waterproof 
Bags andOoverB, Sleighs, etc. 



ARTHUR HOLMES, 

78 Yates St., Cor. Broarl. 




Wholesale 
Grocers... 



Have the largest and best selected stock in the 
city of 

ProvisloDS, Groceries, Tools, Cookiflg DlcDsils,Tciils,Elc 

We have had liirfre fxpeririice as to wliiit nf^oils 
lire rLMiuircil anil imw to puck tliciii so lliat thoy 
nuiy arrive at tlifir di'Htinalioii in j,'oo<i order. 



S awl 10 Villi's Struct, 
70 and 10 iritarf Ut. 



ViCIORlA, B.G. 



THE OLD 




RELIABLE 

OUTFITTERS 

Just the right stuiT . . 

35 years' experience , . 
. Juat the right amount . 

. We have mined ourselves 

Klondike Specialists 

E. J. SAUNDERS & CO. 



WANTED-An BKent and, or, canvavser by 
the Imperial Life Assurance Co. Apply 11, 
a. Koss; general agent, Room 5, Five bisters 

Blocrk. fel^ 



CIAHLOAI) of Klondike hones for sale nt 
y ViiHorltt Transfer Uo.'s tstables, Brouirli- 

tun .street. j'''^' 



KI.ONDYKKU3— You wnut ii k'OO'I luiiii«hei| 
room. We have tlieiu to .suit nil, with or i 
wltliout tonrd. Victoria liontal A«ency. Cu 
Y iite.s street. ]'■' 

KI.ON'lJYKI'. (ioK food, e'-peelally iirep'-.reil, : 
inanuIiH'Lureil by the lirueSma'i .v Ker 
.MIUIik; Co.. auil lor .sale at tlielr warehouse and i 
at alU;roeerd. j-0 [ 

FOIi SALE— Uorsea, carriages, banicss, ele ; 
also, to lot, stable. No. 4 Broad Hi Apiily 
lo J. A. McOowoU, at Blmon LelseriV Co. fell 



F 



OUR dogs (or sale; nil trained to hleiRli 
.vpply to E. lltcks Beach, Uuncans 



1 :! 



I- ATKLV FKOM THE EAST— Mrs. C 1^. Win. 
J iler will KiTO lessons In music to a few 
feleet pupils; piauo orKim and pipe organ. For 
terms etc . an|.lv nr uodrcs.'i Boom 1, Belmont 
BuilihiiK. CO Yates street. 0^! 



PEMBERTON & SON 

1) FORT STREET, 

Have several eonveiilent hou-c^ 

Tor Sale or Rent. 



Klondike Life Policies 



T" Caoily D'.rers Hiniifdctnrers aiiil Olliers. 

AUCTI 

I am Instrucle 1 l>y Mr, Tipidus, who is re'.iiirR 
Iroin bu.''lIle.^s to reuuive to my asle- 
ro;)ms Dciinlas Htreet, and tell 
without reserve on 

WEDNESDAY, FEBRUARY 16TH 

AT '2 O'CLOCK. 
Lar^e and Iresli stock of 

Choice Candies, Jellies, Etc. 

CANDY MAClil.N K(tY A.NI> .MDUI.IJS, 
ICIillit show (Mses, J sets of scalf s, collators, air- 
1 U'lit liesier , shel villi; aiKl numerous other ar- 
tieies lequir. d ni a i,'(»)d candy bnsinets. At 
rommeiMiL-ment ,it sale I wlil olfcr a young 
Brown lloise. ■Joruis Osh, 
V V. T HAKUAKKt?. A'lOtln noer. 

Get Our . . . 

Miners' 

Medicine Chests 

WITH 

Mecl.'cal Guide . . . 
BOWES & CO., Chemists. 



On most ia\orrtole terms. 



New Advertisements 



On mill iiltcr tl!i>f dnte nil New 
AdvcrtiseiHeutH will he found on 
Id a.ssure iticir 1 i'ujfe 2, and all Hniall advei'tisciiKMit.s 

snch as wanted, etc., wiJl be fouml 

I under their proper claasilieation on 
same paf?e. 



The sale of Contractor's I'lnnt advertised to 
latee place yesterday at ttie Government 
grounds was postponed and 
will be hold 

Feb. ISth, at II O'clock Sharp. 

Rain or shine. 

W. T. HARDAKER, AUCTIONEER 




Wholesale Grocers aud Importers 



We Carry the Largest Stock of Groceries In tlie Province of British Coinmijui. 

We tire eoIo nsents for 




A Delicious Foo'A. } 
I'rejiared in 5 Minutes.'' 
Tut Up In Uaus. ) 



Evaporated Vegetable Soup 

to lliu p. asi I'r sslhle ljulk, mndu irora I'einloan lulo-s' 

it is ensy tn traiiRpoit Hum S minutes. 

Alffajs read)- fur iaslant me as scon -.m jmi have lioilin;,' wali-r. 



AU BoolB so'd by ns will be carefuUy put up In ptcknROB fiultnblo for trnns- 
pirtnllnncn hoata, sIolKhsorfpacltauimaiB Wo nru solo agents for the best 
PAl'ENT POBTABJ.E YOKOn HW'WK and CVVi' BED-botb of the latest 
inven' Ion, and tie piepartd to sitll them • t a r jsasnable price. All papers lor Iroe entry ol outtits into tbe Kloadyko required by customs 
nutborltlfa preoared by ii« tree oi ohargo * 



SIMON LEISER & CO.. ViCIORiA, B.C. 



WHAT DE LOME UII). 

He Confessed to Writing That Foolish Lei 
ter But Was in No Hurry to 
Resign. 

London', Feb. 14,— According to the 
Herald, of Madrid, dated February 10, 

juat received here hy iiitiil, the Spanish 
uiihiiiet on that liuy wiia oecnjiied exelu- 
sively, iinilur the presidency ot the 
(.iiieeu Ucf^eiit, in discnseint; the aH'airH 
of the Dupny de Lome lettfir. After 
leiiviiiK the Cineeii Regent the niiiiiHtere 
atljjurncJ to the ollico of the secretary of 
Btiito unil there reBunied the dlBcuBPion, 
' at the conchiaion of which an o<lh;ial 
note was isaueti. Accordint: to this note, 
it was not until Spain liaii naked .Seiior 
(le Lome for an explanntiou that he re- 
Higued. 

The noleeaye : " The Koverniiipnt hav- 
ing asked our minister at Wasihintiton 
for an explanation rcapectiui; the letter 
attributed to him and written to Senor 
Canalejas, Senor De Lome replied ad- 
mitting ite authenticity." Benor De 
Lome announced hia poeition and he 
begged the government to accept hit 
resignation. The luinistere thereupon 
dei;i(leil to telegraph an acceptance. 

'I'lie cabinet to-day decided to appoint 
Senor Louia i'olobernabo aa Do J..ome'B 
HUCcesBor. 

A decree will be issued convening the 
chambers before the end of tbe month 
so aa to enable the election of the nv.w 
cortea to occur on March 20. 



tSf^ AdvertiHing will secure yoT trailp 
Let liie public kiiow^rbatyou Have for tale 
Give it u fair trial. z 



Confi:res.s Devising^ Still More 
.Schemes to Favor United 
States Shipping:. 



Bill Specifically Framed to Meet the 
Case un the Alaskan 
Coast. 



It Aims at Denying: to Canailian 
Craft the Trade of Canada's 
Gold Fields. 



Washington, Feb. 14. — The house 
committee on merchant marine and 

fisheries held a meeting to-day, going 
over proposed changes in the navigation 
laws to remove troubleEome problems 
arising m Alaskan uomtnerce. As a re- 
Bult the committee have favorably re- 
ported to the house the Payne bill, pro- 
viding for several amendments to 
the navigation lawB. The bill ie 
framed lo meet new eonditiotia 
created by the gold diBtiovericB 
on the Vtikon river and its objects aud 
ellectn are explained in a compreheneive 
report made to the coiiirinttee by .Secre- 
tary Gage. It BtrengthenB and niukes 
explicit the huve regarding the general 
policy of the governnieiil that the coat-t 
trade, including 111"^ trade betweeti the 
rest of the United States and 
Alaska, shall be reeerved txclii- 
aively to American veasels, and 
covers more explicitly the tituation. 

MR. GLADSTONE'S AILMENT. 

Tbe Complaint Given u Name-He Has En- 
joyed the Trip Abroad and Returns 
Hiis Weelf. 

LoNHO.N, Feb. 11.— The Saturday Re- 
view says it hears from good authority 
that the specific complaint from which 
Mr. Gladstone is sulTerifig is what Bome 
specialists call necrosis of tbe nose bone. 
Others, however, fear his trouble is 
cancer. 

A despatch from Cainiee to the Daily 
News says that proviaional arrange- 
ments have been made for Mr. (ilad- 
Btone'd return to J^ngland this v,-eek, in 
acccrJancd with iilancs on his departure 
from lionie. 

The lieview's correspondent declares 
that he is unable to say whether Mr. 
(.lladstone has been benefitted by his 
sojourn, but adds that he has enj:)yed it 
even more than he expected. 

GHINESB FINANCES. 

Holland Now OlTering a Loan— Plan for In- 
creasing Military Defence Force. 

Sii.vNdii.u, Feb. 11.— It is reported 
that Ur. Knobel, the Dutch miniater at 
Pekiu, is trying to arrange a five per 
cent, loan of £4,000,000 to be secured by 
a portion of the cuitoins revenue. 

Loeal mandarins assert that China has 
oll'rired, instead of Talienwan, two free 
porta in tiiB province of Iliihnan, one 
t)eini{ the iMpital. They also state thut 
a itfutrrti will be appointed aud em- 
powered to raise sixty tboiiaaad men, 
tvith headquartera at Ping Yang, prov- 
ince of bnau, co-operalini; wub the 
Pekin force it the Ituperial capital 
ahould be threatened. 



NOTHING LIKE LEATHER. 

SjTaongbt Absconder Tebbitts When He 
Started His Trip from Boston. 

Washi.vgton, Feb. 14. — The secretary 
of state to-day issued the proper papera 
to Police Inspector Watts, of Boston, to 
secure the poisesjion of Abraham Teb- 
biltB, of Baaton, now under arrest for 
extradition at Reeina, N.W.T, on a 
charge of larcenv of the amount oi about 
,f25,000. 

It is alleged that Tebbitts secured the 
delivery of large (luantities of leather at 
a dock in Boston, reprosentinir himself 
to bo of the lirrn of Tebbitt Co , a 
reputable concern. Selling the bille of 
lading for the leather he escaped from 
the country. 

A WAU CUMLM-;. 

Costa I^lcn and NicnruRua tlie lielllRerents 
— llritisli bliips LooldnK On. 

Nkw Yoltic, Feb. — The Herald cor- 
respondent at Managua says: Two Brit- 
ish warships are now in Nicaragtian 
waters and more are expected. One cf 
these now in Nicaragua ie at Corinlo 
and the other ia at San .Iiian del Stir. 

The Herald's Washington correspouii- 
ent says: There ia a general iinprea- 
aion among iJan-Ainerican di))lomata 
hero that Coata Uicaand Nicaragua are 
very near war. Both governinenta have 
agatinied belligerrnt attitudes, infor- 
mation of wltich has reached Wash- 
ington, and was i)rinted iu lh>i 
lleraUl, anil it is the expectation o! 
Genti'al Americana in this city that 
['resident Zelaya will demand a dis- 
avowal of Costa Kica's responsibility in 
connection with the revolution in San 
Juan del Sur. Whether the President 
of Costa Rica would comply with Presi- 
dent Zalaya's demand, and whether 
Nicaragua would have the Bap- 
port of Salvador and Honduras in 
case of war, are qnestionB which 
pan-A niericRUH are asking each other. 
I'hose iu touch with the Coata liica lega- 
tion in thia city exiireaH tiie opiniou 
that the government will not eompl)' 
with the prospactivo dt mand ot the 
Nicarnguan proaidoiit, ar.d iu this eveat 
the war is likely to follow. 

Aftku 11 most esciting game the 
Swill's laat night defeated tbe Waepa 
bv a score of 14 points to 10 at basket 
LbU. 



BRITISH INDIAN POLICY. 

Occnpatlon ot Chitral Alleged as the Cause 
ol the Frontier Troubles. 

London-, Feb. 14.— The house to-day 
discnBsed the amendment of John Law- 
aon Walton, Liberal member for South 
Leeds, to the addrees in reply to the 
speech from the throne, and raising the 
question of the government's Indian 
frontier policy. Sir. Walton criticized 
from ft Liberal standpoint diaapproving 
of the occupation of Chitral aa being the 
sonrce of the present troubles, and urg- 
ing the government not to tamper with 
the independence of the frontier tribes, 
who, he said, were "the natural bul- 
wark of India." 

Lord George Ilnmilton, secretary of 
stale for India, replied. He said it was 
impoBsible to evacuate Chitral without 
impairing a prestige of Great Britain and 
the tranquillity of. those tribes. The 
present trouble, he continued, proved 
that the occupation of Chitral was wel- 
come, and he warmly repelled thecharges 
that the government had teen guilty of a 
breach of faith with the local tribes in 
c mtinning the occupation. 

Sir Henry Hartley Fowler, Liberal 
member for E.ist Wolverhampton, 
secretary of state for India in the last 
Liberal cabinet, rebutted the charge 
that the Liberal government had agreed 
to a permanent occupation of 
Ci.'itral, The fnture, however, would 
1)0 more important, he said, 
than the paat, which iiad been a costly 
blunder and the Liberals would resist 
the forward tendency of the military 
party in India. He urged that the In- 
dian council sliould have some control 
of the expenditures, aa the greatest dan- 
ger which threatened the Northwest 
frontier was "a policy of aggressive mil- 
itarism," 



MANITOBA AND NORTHWEST. 

Political Flavor in Penitentiary Religion- 
Importing Superior Domestic 
Servants. 

WiN.vii'ixi, Feb. 14. — (Special)— It is 
underBtood that on March 1, J, W'. 
tionldinp, Protestant ctiaplain at Stoney 
Mountain penitentiary for the last 
twelve years, will be succeeded by Rev. 
A. M. Finn, of Portage la Prairie. Mr. 
Goulding is a clergyman of the Church 
of England and Mr. Finn is a Method- 
ist. A Tribune rei)orter was told that it 
is likely a special meeting of the execu- 
tive coniinitteo of the diocese of Rupert's 
Land will be called lo formulate a pro- 
test it^ainst the change, which ia for 
political reasons only. 

A party of seventy-five Klondikers 
passed through the city from the East 
on Saturday. A. C. Fraser, member of 
the legislature for Brandon, joined the 
Klondikers yesterday. 

Mrs. Livingstone, of this city, has rc- 
cciv<;d an appointnieia from tbe depart- 
ment of the interior to tal;e chargeof the 
immigration of a superior class of donjee- 
tic servauts from Great Britain to Mani- 
toba and the Territories. 

Dunbar, of the Winnipei; Thistles, had 
Ilia first loss in the Winnipeg curling 
bonepftil this morning from Verner, of 
the Granites, in the semi-finals of the 
Welkervillo event. The bonspeil was 
concluded to-night with the exception of 
the finals for the Ghallengeand Caledonian 
eveutp. Dunbar of the Winnipeg This- 
tles is in with finals, meetiog McDiar- 
iiiid of the Granites in the former, and 
Smith of Regioa in the latter event. 
Che Dolee iDternational is between Feel 
nf the Winnipee Tbiatlea and Grassie of 
Portage la Prairie, and is being played 
to-night. The Walkerville was won by 
Verner of the Winnipeg GraniteB, with 
Kwart second and Dunbar third. The 
Patterson consolation was won by Smith 
ot Kegina, the Tuckrrt, trophy by the 
Morden rinks and the Gait cup by Bo- 
gina. 



Battleship Ashore. 
Losiio.v, Feb. 11. — Advices from Port 
S,ii(l report that the British battleship 
Victorioii.«, which sailed from Malta 
l'"ebruary 11 for China, went ashore out- 
titio the bar while enttiring that port. 

Kidnapping a Prince 
Ki.N'osTON, Jamaica, Feb. 11. — An at- 
tempt was made late Saturday evening 
to kidnap Prince Clarence, formerly 
chief of tbe Mosquito territory, who is 
now living hero aa a pensioner of tbe 
British government. 'The attempt is be- 
hoved to have been the result of Nicar- 
agnan instigation, 

Montreal Enterprise. 

M()NTiti:.\L, Feb M. — (Special) — The 
cliairniun ol the finance committee of 
Montreal (troiioBes to start a huge civic 
lottery for the purpose of paying the 
city debt. 

The Plague. 
HoMit.vY. Feb, if). — Mme. Florence 
Morgan , the superintendent ot tiin pi ague 
boepital, lias died here of the buboniii 
plague. 



To Cure a Cold in One Day, 
Ta ko Laxative Bromo Quinine Tablets. 
All druggists refund the money if it fails 
to cure, 26 cents. x 



LOST WITE ILL HMDS. 



The "Clara Nevada" Alire in the 
North aud Shattered by Be-- 
sultiutr Explosion. 

Forty Persons on Boartl Supposed 
to Have Perished in Siglit 
of Laud. 



The Little Craft Bound Home to 
Seattle ou First Trip in 
Yukon Service. 



Union, Feb. 14. — (Special) — Tbo 
Islander, which arrived here this morn- 
ing, reports that the steamer Clara 
Navada, which left Dyea and Skagway 
on Saturday afternoon, February 5, has 
BO far failed to report at Juneau. As 
she waa carrying several passengers 
from Skagway lo Juneau her not reach- 
ing there looks badly. 

Some steamer has met '.Tith disaster 
near Seward City, fifty miles north of 
Juneau. Some parties claim to have 
seen a ateamer on fire and heard an ex- 
plosion, and passengers say that the 
Clara Navada was on fire on the trip up 
and had to have her boilers repaired, 
The beach near Seward City is strewn 
with wreckage, some of it painted in the 
same coloring as the Nevada. The 
wreckage was seen by Captain Thomas 
Latham of the stoamer Coleman, which 
arrived at Juneau from Skagway. The 
captain and crew all think it is the 
Nevada. 

George Beck and wife, of Seward City, 
on the evening of February 5 saw a 
small ateamer well out in the channel, 
at lirst bucking a head wind and after- 
wards breaking oat into flames. Some 
of the wreckage which has come ashore 
at Seward City ia charred, which con- 
firms their story. It ia supposed that 
the vessel waa running for ahelter into 
Berner bay, on which Seward City is 
situated. 

There appears to bene question but 
that some boat has come to grief, and as 
tbo Nevada is the only boat not ac- 
counted for, it is thought to be her. All 

hands are supposed to be lost, about 40 
people. The Nevada waa running be- 
tween Seattle and Skagway and waa on 
her first trip. She was the old U.S.S. 
Hassler. She should have left Seattle 
on her second trip last Saturday. 

The steamer Rustler bad left Juneau 
to look after any possible survivors. 



THE KLONDIKE RUSH 

Making Its Presence Felt on the Great 
Atlantic Liners— One Hundred a Day 
Through Montreal, 

MoKTHEAL, Feb. 14. — (Special)— The 
Klondike rush from here ia setting in in 
good shape. Over seventy left on Satur- 
day for the West bound for the gold 
fields. Eight were from the State of 
Maine, The average number is abotit 
one hundred men each day. 

Jlr. C. Rutherford, a mining engineer 
ot Buluwayo, Matabeleland, South 
Africa, was here yesterday en route to 
Ottawa. He stated that hia mission is 
to examine the Lake of the Woods and 
Kootenay goKl fiolde. Mr. Rutherford 
said that there were fifty Klondikers on 
tl.'^ Gallin, the steamer on which he 
crossed the Atlantic. 



C.P.B. STATEMENT. 

Keceipts for Last Year and How the Money 
Was Oisposed Of. 

Montreal, Feb. 14.— At a meeting of 
the directors of the C.P.R. Company to- 
day the usual half-yearly dividend of two 
per cent, on the preferred stock was de- 
clared and a dividend of two and a half 
per cent, waa also declared on the ordin- 
ary stock, making with the dividend 
already paid four per cent, for the past 
yei;r. 

The results for the vear were: Gross 
e.arningp, .$'2l,049,53 l ; working expenses, 
$13,71,5,758; net earninga, $10, 303, 775 ; 
income from other sources, $370,70(1 • 'total 
net income, $10, Oi l, -182 ; fixed charges, 
including guarantees and interest on 
land bondB, .$0,783,307; net revenue 
available for dividends, $3,801,115- out 
ot whicli a dividend of two per cent, on 
the i)referred and one and a half per 
cent, on the common stock for the June 
half year was paid in October laat. 




-AT- 



L. SALmON'S, TOBACCONIST 

Salmon. Bloclc, Victoria*. B'.O." • ' 
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Business Well Under Way With 
Debate of the Address in 



Tlie Premier Sin-uks AVitli Pride 
of JIai velloua Development in 
Kecent Years. 



The fourth seBeion of the seventh 
parliament of British Columbiii com- 
menced in earneet yesterday afternoon, 
when the debalc upon the address in 
reply to the speech from the throne pro 
ceeded, for iipwards of threo and a half 
hours, to be again continued at the eit 
ting of the house to-day. The Speaker 
took the chair yesterday at 2 o'clock, 
prayers being read by the Bishop of 
Columbia. Several petitions were pre 
Bented. 

On the order tor the address in reply 
to the Epeecii beint; called: 

Mr. Williame (Vancouver) objected 
that the questions on the order paper 
ehould be answered prior to the debate 
on the speech, as membera would then 
he able to give the subject matter of the 
eessional programme more intelligent 
consideration. 

Mr. Speaker ruled that this was con- 
trary to practice. 

Major flutter then moved the ad- 
dress. Upon riaios:, the senior member 
for Cowiclian-Alberiii lirat expressed the 
diffidence he felt in attempting to do 
justice to the demands of the great oc- 
casion of the first meeting for the trans- 
action of ordinary business in thenewand 
magnificent buildings. He warmly con- 
gratulated the architect and clerk of works 
for the fidelity with which the artist's 
designs have been carried on to comple- 
tion, for the faithfalness ol the work and 
the remarkable inijenuity with which all 
difficulties have been met by him aa they 
have arisen ; " so that we have buildings 
which for absolute honesty of construc- 
tion are perhaps uni(iuoonthe continent 
of America, and which are the wonder of 
all visitors from otlier lands for the 
moderate cost at which they have 
been erected, aa well as for their 
beauty and their substantial character." 

TonehiiJg upon the next subject of the 
address lie pi-oeeeded : "That the revenue 
of the country has been expanding is 
undoubted, as the following figures 
which I have the pleasure to quote will 
show : I find that the revenue for the 
ten years, 1878-88 to lS9(j-97, inclusive, 
increased from $608,078 to !l;l,383,048 
from all aources; exolndiag Dominion 
Bubsidiea from $396,627 Co $1,140.3S9, and 
exclaeire of Dominion sabsidy and land 
Bales, from |317,654 to $1,054,145, as 
more fally shown in the statement which 
I beg leave to submit: 

KEVKA-UE 

K.rrhisivc E.r.lh 



the present time that Kooteuay, which 
a few years a^o was 8])arEely inliabited, 
is now probably the most populous part 
of the entire province. In the fur North 
similar causes are at work, iu 
the Cassiar and Omineca districts, 
which are likely to introduce 
large populations to those sections. Then 
wo see in Lillooet in the centre, on the 
coasts of the mainland atd of the inland, 
similar developments at work, all of 
which indicate clearly that the popula- 
tion in these districts will also be largely 
augmented. I am pleased to observe 
that attention is to be paid to agricul- 
ture, which I trust will be of a liberal 
and enlightened character. Although 
the timber industry was for some time 
depressed, I trust that it will, with the 
other induBtries of the province, 
feel the benefit of the expected 
revival we are now anticipntinsr, 
and that the improvement whicli 
has been experienced is only the begin- 
ning of a long period of prosperity. It 
is satisfactory to note that the fisheries 
of the province are in a productive con- 
dition, and that this industry it is in the 
power of the house to foster in a judi- 
cious manner. In conclusion, Mr. 
Speaker, I can only echo the desire of 
ttie people of the province that wo may 
do justice to their aspirations and hi|;b 
hopes for the future so far as it in us 
lies, by the acts which we pass; and that 
the diacuseions which we may eutur in- 
to may redound to the character of the 
legislative aesembly of British Colum- 
bia. And that we may keep constantly 
before us the refrain to bis Jubilee ode 
by onr great battle hymn writer: 



" Lord God of Hosts, be with us yot- 
Lest wo forget-rlest we forget. 
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Lxnd sales iu the successive years 
dealt with are set down as below : 1887- 
S8, -1^80,873; lSS8-8!t, $132, 817; 1889-90, 
$241,829; 1890-91, .■i;243,051 ; 1891-92, 
.$213,419; 1892-93, $170,999; 1893-04, $33,- 
917; 1894-95, $25,880; 1895-90, $04,003; 
and 189G-97, $80,214. The diflerence in 
income thus shown from the year 1887- 
88 to the fiscal year 1890-97 is $738,491, 
X); an average increase of $82,054. The 
increase of revenue, exclusive of Dom- 
inion subsidy, is shown as ,$T43,§3-| or 
an average of $82,648 ; and the increase 
of revenue from all aourcea apnears at 
$774,370, or an average of $86,041. 

Haviogpzesented this significant table, 
Major Mutter continued: "The con- 
struction of the line from Penticton to 
the Boundary country within about 
eighteen months, opening up the far- 
famed Okanagan valley and throwing a 
large amount of fruight on to the Shu- 
B ,vap it <,)kanagan railway will make it a 
payini; branch, and eventually the line 
will be carried on to the Coast by way of 
Chilliwack. It is likely that early con- 
Etruction of the Chilliwack line will be 
made, and herein again is caiiEu lound 
for congratulation to the government. 
It must be a source of undoubted satie- 
faction to this house and to the province 
that the discovery of gold and 
other metals has given such an 
impetus to the general prosperity of the 
province, as also the important fact that 
the coal fields in the Orow's Nest Pass 
are likely to be available by the building 
of the Crow's Neat Pass railway within a 
reasonable time. The increase in the 
nopulation of the province in certain 
localities indicates that they are fairly 
entitled to increased representation at 
once, but a fuller system of redistribu- 
tion should mUurally come after the 
census of lliOI. There are sucli vast 
changes takiui; place in the province at 
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Mr. Adams (Cariboo), in seconding the 
reply, took occasion first of all to add his 
congratulatiouB to the government and 
the iiouse on the completion of the hand- 
some new home in which the legislature 
found itself. The impression the build- 
ings would make was a good thing for 
the country, and for it as well us the 
completion of the buildings the country 
deserved congratulation. The expan- 
sion of the revenue, alluded to in the 
speech, was certainly very encouraging 
to all having the interests of the pro- 
vince at heart, and in this connection he 
had been able to makea few comparisons 
which would possibly interest the mem- 
bers, rie found that the revenue lor the 
year ending 1st of June 1S9G was $!ts9,- 
750.22, which for the succeeding year it 
was $1,38:;, 040. 24, a very substantial in- 
crease of $393, 290. 02. The net ex- 
penditure for the same period on 
the contrary showed a decrease 
of $15,051.90, the figures being $1,014,- 
723.02 for 1890 and but $1,509,071.03 for 
the following year. As to i he sections of 
the province showing revenue increase, 
Victoria city miglit be pointed to with 
an advance of $32,113.26 ; Cowiehiin-.Vl- 
berni, $2,589-05; North Nanaimo, $5,- 
487.01; South Nanaimo, $3,410.44; 
Comox, $11,950.20; Westminster dis- 
trict, $27,089.71; Vancouver, $2,583.28; 
Yale, .$26,891.10; Lillooet. .$7,453.30; 
East Kootenay, $9,962.99; West Koote- 
uay, $187,908.76; Cariboo, $8,861.34; and 
Cassiar, $160.11. The hon. member for 
Cariboo considered this an exceptional- 
ly good showing, especially when it was 
taken into consiuerfttion that on 
the 30th of June the rush to the 
new found gold fields of the North had 
not commenced, and the Klondike dis- 
coveries cannot ihereforo bo pointed to 
as the unanticipated cause of provincial 
prosperity. Considering what had taken 
place since that time it was only fair to 
expect a greater prosperity than could 
possibly have been looked for had not 
the Klondike burst upon the world as 
the richeat and probably most extensive 
area of placer mining ground in the 
world. While the Klondike itself was 
not in British Columbia it was a cer. 
tainty that indirectly it would be of 
great benefit to this province as many 
miners would find their way into the 
northern districts of British Columbia 
as yet unexplored and possibly contain- 
ing as many fortunes as even the won- 
derful gold lands farther north, whose 
fame tlie world was now ringing with. 
He hoped that durius the present sefj- 
sion liberal votes would be made to open 
up with roads and trails thia northern 
mining country of our own, as it could 
not be successfully developed without 
these — to be followed later on by some 
better facilllioa of transportation. 
With the promised influx into the North 
country of 100,000 men, or even of half 
that number, an opportunity would be 
afforded for British Columbia securing 
the opening up of her northern mineral 
stretches which otberwiEe might have 
been long waited for. He might suggest 
the construction of a good roiui from 
Qiiosnelle Mouth to Tclegrai)h Creel;, 
with trails leading from that ro;ul into 
the ore bolt. Ho was pleaeed to see in 
the ncidresa, also reference to the early 
construction fif the Victoria, Vancouver 
and l';aBtern road, for when that road 
waa completed into Kootenay he was 
confident the merchants of the Coast 
would have auflicieut enterprise to 
secure their full share of the 
trade of the mining districts. 
As to redistribution, he was especially 
pleased to see that the government in- 
tended doing something in this direc- 
tion, and hoped that the forthcoming 
measure would be a fair one and calcu- 
lated to give satisfaction to all. He noted 
in passing that his own district had on 
the occasion of the last redistribution 
measure lost a member, and lioi)cd that 
the present opportunity would not be 
lost, of seeing justice done to Cariboo 
in this particular. The abundant harvest 
and good prices established during 
the year were certainly cause for eon- 
grntulntion. Hay, which one year ago 
sold at the wharf in Victoria for $8 a ton, 
now brought the seller $18, while pota- 
toes had risen in the twelvemonth from 
$ 1 a ton to $10, and oats from $16 to $25. 
Tlie dairying industry was also receiving 
the attention of the government, and 
was, ho was glad to see, about to receive 
ancouragement. He hoped that the as- 
siatanco contemplated would be in the 
nature of instructing the people of tlie 
province how to ninko good butter and 
chtieee, fts a large amount of dairy pro- 
duce was still being brought into the 
country which could much better be I 



rnado at home. Even C.iri- 
boo, which was in an excel- 
lent position to produce the best dairy 
products, appeared not to have yet ob- 
tained the key to the secret of making 
the best grades of butter and cheese ; as 
soon aa instruction was obtainable as to 
how to make the best, the importation 
would stop on the homo article proving 
bettor and more immediately available. 
.Since he had been a member of the 
house be had lost no opportunity of im- 
pressing upon the representatives of the 
farming districts the necessity of doing 
everything possible to encourage the 
opening up of the mines, as a home 
market was thereby created, the import- 
ance of which could not be over-estimat- 
ed. A further certainty of a good mar- 
ket at home appeared to him to bo found 
in the present rush to the North, in 
which an immense (juantity of both 
homo and foreign ])roduce was at ])resent 
being consumcil by the many comiianies 
and individuals outfitting to try their 
fortunes in the northern gold fields. 

The Leader of the Opposition, while 
willing to afford members of the other 
side every opportunity to take credit to 
themselves for the prosperity at present 
enjoyed by the province, was a little 
mystified as to the meaning to be drawn 
from the remarks of the mover and sec- 
onder of the reply. He had not been 
able to gather from their remarks 
whether or not they desired to give the 
government all honor for the discovery 
of the Ivlondike, but so it seemed from 
the tenor of their observations. The 
Klondike finda would undoubtedly in- 
crease the prosperity and prestige 
of British Columbia materially, 
and ho was gliul to see the 
Honorable gentlemen opposite suggest 
the necessity of improving the means cf 
communication in the North in connec- 
tion therewith, as otherwise the advan- 
tages to be derived from the opening ol 
this new and profitable trade would ac- 
crue very largely to our cousins over the 
boundary. If, on the other hand, proper 
moans of communication were all'orded, 
it waa most probable that the explora- 
tion and development of Northern Brit- 
ish Columbia would he materially 
hastened throucii the discoveries farther 
north — the great re(|uirement8 were rail- 
ways and ordinary roads and trails. Ae 
to the eloquent perorr-tion of the mem- 
ber for Cowichan-Albernl, and the <|U0- 
tation " host we forget, " the government 
had forgotten the prayer of the distant 
districts for better roads ; it had forgot- 
ten the repeated requests made to it for 
improvements nucegtiiiry for the develop- 
ment of the latent resources of the coun- 
try, and while building a palace for its 
own occupancy, had forgotten tlie poor 
settlers and their needs in a manlier 
which they had good cause to remember. 
Congratulation had been heaped upon 
the government for tlie increase in the 
provincial revenue, and all would join in 
expressing pleasure that the revenue had 
BO increased. At the same time it 
should not be forgotten that the expen- 
diture bad also increased, and in a man- 
ner even more rapid and worthy of seri- 
ous consideration. He too hoped that 
the time would come when the revenue 
of the country would be sufficient for its 
expenditures, but so for there was no 
reason to believe that thia time was any 
nearer at hand than ten years ago. This 
happy time had certainly not yet ar- 
rived, nor did the public a(rcounts dis- 
close any reason to believe that it was 
near at Hand. There were some things 
that he cnuid not congratulate 
the government upon, and one 
of tbtse arose in connection with 
the act of last session relating 
to the employment of Chinese and 
Japanese on works of companies receiv- 
ing special conceseions from the house. 
This measure had passed by a mtjority 
although several members of the govern- 
ment had seen fit to vigorously oppose 
it, and having been passed by the house 
it was the duty of the government to see 
that its provisions wer.j carried out — 
either this or resign to the people! whoso 
wishes as expressed by the legislature 
they had not carried out. But this wag 
not what had been done. Ho did not 
^ay they had not Ijjen sincere, but the 
circumEtances prima facie pointed to in- 
i-iiicerity, and called for a better ex- 
p'anation that had yet b3en made 
o.-even attempted. One other matter of 
non-fulfilment that he would speak of 
arote in connection with the Premier'a 
visit to Revelstoke during the past year 
and his promises of protection from the 
Colu'nbia rivfir. There were still other 
matters which he felt it his duty to al- 
lude to at this stage of the session. It 
will be remembered thatlast session the 
immediato passing of the totimates was 
urgeil for one thing on account of the<le- 
eirability of at once appointing an in- 
spector of - m»tidliferouB mines for 
the Kootenaye. Tlio appointniont in 
in (juoslion had not promptly- 
been made, but while the gov- 
ernment waitBci to select a man 
accidents had occurred, which might 
very possibly have been obviated had 
the iioaition of inspector been filled by a 
competent man. Ho regretted that the 
government had been so long in calling 
the members together for the work of 
the session. He thought that tiia gov- 
ernment had lost the confidence of the 
people, and urged that the promised re- 
distribution mPOBure bo introduced a* 
the earliest poi s bl-' |m unont, discusnc'd 
and piiBsed upon, ami that the apjieal to 
the p':!Oi)le should follow immediately. 
In conclusian, ho took occasion to lefer 
to the fact that members of the govern- 
ment had seen (it to allow their names 
to be placed on tho prospectusea of min- 
ing companies, their ollicial jiositiona as 
heads ol the government of British Co- 
lumbia being therebv uteil to induce in- 
vestment in the stocks of the companies 



SEATTLE AT OTTAWA! 



i^otitioniog the GOTernment to Have 
Miners' Licenses Issned iu the 
States. 

SngsrestPd Brancli Um- Stikiue liail- 
Avuy— The Kothschikla \ct l-uah- 
ingr Their Koad. 



Alaska Commercial Company i'ro- 
testing the Coastlug: Liaws— Coat 
of Yukon Jforce. 



(From Our Own CorresEOUdent.) 

0'iT.vw.^,Fob. 14.— Congressman Lewis 
of .Seattle arrived from Washington to- 
day armed with letters of introduction 
from Sir Julian Pauncefote, bis object 
being to endeavor to induce the govern- 
ment topermit'British consuls and vice- 
consuls in tho United States to iasue 
free miners' certificates, and one, at the 
very least, at I^ake Tagish. Mr. Lewis 
is sanguine he will secure thia latter con- 
cession. He will see Mr. Sifton to-mor- 
row. He is here at the instance of Seat- 
tle businees men and the chamber of 
commerce of that city. 

Win. Mackenzie is here ond a new 
deal regarding the railway contract is 
said to be under way. The government, 
desiring to bo wholly independent of the 
States, will endeavor to make arrange- 
ments for the speedy construction of a 
railway from Alice Arm to Glonora, 
tliere to connect with the Teslin road. 

Hamilton .Smith, representative of the 
Kothschilds, is here and has not yet 
abandoned all hopea of securing a char- 
ter for a railway via the Daltou trail. 

Newman and Wilson, representatives 
of the Alaska Commercial Company, are 
here to urge the government to with- 
draw the cuatoms regulations issued last 
week requiring Canadian goods for Yu- 
kon to bo carried in British bottoms, 
otherwise to nay full dut}-, 

A remarkable incident oLto-day is an 
attack on tho terms of the Yukon bar- 
gain by Senator U'Donoghue, a Liberal. 

Mr. Maxwell will introduce a bill to 
increase the Chinese immigration tax 
from $50 to $500 per head. 

Sixty-one questions were on the 
order paper to-day, most of which 
were answered. I'reniier Laurier 
said that Commissioner Walsh's 
Falary is $5,000, Kegistrar Wade's 
$2,000. _ At present 184 police are in 
the Yukon or are on the way 
thither. The monthly cost per man is 
approximately $125. Since July Ist last 
the cost of the force in the Yukon has 
been approximately $130,000. 

Premier Laurier told Mr. Fo.=ter that 
a license to dredge on Hunker creek, for 
a territory 2 jv^ by 1'-' miles, has been 
granted to II. Anderson for S500 per 
annum and a royalty of 10 per cent, of 
tho output over $1,000. 



DYSPEPSIA DECAMPS 



Wlieu Its Yictim Begins to Use 
Lodd's Upspepaia Tablets. 



A Domestic Tragedy Averted-Dlvorce Pre. 
vented by Dodd's Dyspepsia Tablets— 
They nre the Only care for Dys- 
pepsia, Indigestion, and all 
Stomach Tronbleg, 



lie loved his wiTc, and she loved him. 
Life ehould have been happy for both. 

But he ilid not like her pies. They 
were not like hie mother used to make. 
They g.ive him dyspepsia. He grew sal- 
low and thin. His temper became irri- 
table and uncertain. Lifo was miser- 
able for them both. They quarrelled, 
and talked of tho divorce court. 

One day he read of I »odd's Dyspepsia 
Tablets. Hut he had lost faith in every- 
thing, and didn't believe what was said 
of them. Then a friend told him that 
Dodd'a Dyspepsia Tablets had cured 
nim of Dyspepsia in two weeks. 

He bought a box. So much benefit 
did he get, that when this box was fin- 
ished he bought another. That one 
cured him totally. He used two Tab- 
lets after each meal. 

Now ho eats Iub wife's pies every day, 
and says they cannot bo cqualleiL Ho 
and his wife are happy— thanks to 
Dodd'e Dyspepsia Tablets. Hodd's Dys- 
pepsia Tablets are tho one and only 
medicine knon ii to man that can cure 
Indigestion, Dyspepaia Sour Stomach, 
Loul Breath, and all disorders of the 
stomach and dijjeitive system. 

One or two tatilets after each meal is 
all you need. Uee them and eat any 
wholesome food. It will nourish you, 
as it should. Dodd'a Dyspepsia Tablets 
digest the food, cive the stomach a rest, 
tone, and strengthen it. In each box of 
the Tablets is a supply of small brown 
tablets that regulate the bowels, caus- 
ing them to do their Work promptly, 
thoroughly, naturally and regularly. 

Dodd's Dyspepsia Tablets are sold by 
all druggiBte at fifty cents a box, six 
boxes $2. 50, or they will be sent, on re- 
ceipt of price, by The Dodd'a Medicine 
Co., Limited, Toronto. 



WILL SAIL TO-DAY. 



Tlie Steamer 



' Jo.-in " Will Make 
Trip North. 



a Special 



UNITED STATE.S DESIA^'DS. 

Wliolesale Concessions Named as the Price 
of Bonding Privileges tit WranRel. 

Wasuin-c.to.v, Lob. 14.— Senator Gains- 
borough to-day introduced the following 
amendment to the house bill, pending 
before the committee on public lands, 
extending the homestead laws and jno- 
viding for right of way in Alaska : 

" That permission to enter goods un- 
der boniie, or to iiluce thoni in bonded 
warehouse at the port of Wrangel, iu the 
diatiict uf -Vlaska, and to withdraw tlie 
same lor exportation to auy place in 
British Columbia or the .Xorthwost Ter- 
ritory, shall not be granted until prncla- 
mation is made by i.ijH I'leeident of ih.j 
I'nited States that no exclusive iirivi- 
lege of transporting through British 
Columbia or the Northwest Territory 
goods or passeneers arriving from or des- 
tined for other ports in AlasHa tins been 
or will bo granted to any persons of in 
eorporation by the government of the 
Dominion of Canada ; 

And further, that the privilege shall be 
duly accordeil to reeiionBihle [lersona or 
corporations operating transportation in 
British Columbia or the Northwest 'JVr- 
ritory to make direct coinmmuication 
with transportation lines in .Maska; 

And further, that tiie Dominion gov- 
ernment has consented to and is allow- 
ing the entry fi eo of duty of all miners' 
outfits and supplies of provisions and 
clothing, tho whole not exceeding in 
(juantity 2,500 pounds for each person 
proposing to engage in mining in British 
Columbia or the North Territories ; 

•'And farther, that fishing veesele of 
the United States having authority un- 
der the laws of tlio United .States to 
touch and trade at any port or ports, 
place or placeu in tlio Jiritish dominions 
of North America shall have the privi- 
lege of entering Dui;h port or ports, place 
or pInetB, for tho purpose of purchasing 
bait and all other such places and outllls 
in tho Hunio manner and under the same 
regulations as may exist therein appli- 
cable to trading vessels of the most 
favored nations and of transhipping the 
catch to be shipped in bond through the 
said Dominion without payment of duty 
in tho same manner as other merchan- 
dise destined tor the United States may 
thus be transhipped." 

If jVon once try Uai ter's Little Llvor Pills 
for sick headache, billiouaneBS orconstipa- 
tlon you will never be without them. They 
are purely ve^ablo, small and easy to take. 



Messrs. F. C. Davidge Co, will des- 
patch the steamer .loan north to Wran- 
gel this evening. The trip is to be a 
special one and is being made by the 
steamer because no other suitable vessel 
i? available. • There is a load of 
passengers and freight waiting for 
the steamer, and aa it would be too long 
to hold it until the Thistle and Bichard 
HI return from their present voyages, 
the Joan is being brought into service. 
It is understood the steamer's entire 
load is for Wrangel, the disembarking 
point for miners going into tho Yukon 
via the Stikine. 

V.\Nroi-vi:i!, Feb. 14.— (Special;— J. H 
lloare, local iniiiiager for Mackenzie i<i 
Jlann, returned from Victoria to-day, 
having chartered the Joan to take up the 
first consignment of laborers to clear the 
irav for the all-Canadian road to the 
Yukon. 



adeerllfsmenn unatr (Aa fleada of Lcit, I'oum 
J^or Sale or Ta Lei ana BUuaUoTit Wauta 
%iui be intcrted at the rale o one oenl a uorc 
taen Insertion, fayment aiway* tn odvantt 
m ailvtrHtenent rtetivta tor Imi than <wen(y 
«ti(!een(». 



WANTS. 



W AN ThD— Position as accountant ormim' 
ftger of Bloics, by a thoroughly exper 
louccd hiiil eoinpetonl man; llrst-class rcler 
«"ce.s AddroKH A.n., 1'. (). Pox 801!, OilV. 11.^ 



WAMKD— .New or second liniiil buggy, or 
n buck-lonrd fcCiUtd lor lour; iniist be 
giiariiuteed lu goed order, .\pply W.N,, this 



WANTED— A young Judy, eaiieaied In ihe 
old country, wlsbes a sit uation lis govtr- 
nois: She teaches Euulish, Kreneli, miiBie imd 
ueedlework ; la a very good musician. AddrLs.s 
O a W.. Oolonl«t office. 



WANTKU-Sltuatlon as cniiijiaLlon to lady, 
or to tencb young children; objeet, n 
liotno, K..M .. ]'.I5 JoliiiFon jjt .. City. 115 

WANihM-lU.SeO oak biaves7 TTsiand onkj 
A nply 'W llclclicr street. (el2 



WANIED— A capable niirbe lor S iiiontlis 
old baby. Apply to Mrs. Law, in;:! 
Georgia htrcot. Vaucouver. B.C. feli 



w 



ANTKD-Pttiitr/ girl. Hotel Victoria. 



WANTED-10,000 
Cher street. 



WANTED— A good general servant to go to 
Alberni. Aoply between 10 B.m. and 2 
P m. at29 Pioneer St. /el 



WANTED— Sellable woman lor light house- 
work In 0. amall fatnlly ; no Ohtldren, can 
sleep home If preferred. Apply 17<i Yates Bt 



WANTED— To rent for two weeks- No 6 
Bemlngton typewriter: mu«t be In good 
order. Addreas F. U. ^avldge & Co. jSO 



w 



ANTED-At tho hlfjhest price paid for 
socoud-biuid clotlung, furniture, stoves, 
"Id I'nnnT mill hrHss. fll}.; .loliiison Kl. Jll 



WA^T£D-A well I'iluutcd lot on Unk Bay 
avenue, In ezchttoge lor impioved cltj 
property. A.B C, Colouist. ]al 



WANTED-Boveral experienced mochluistB 
and learneiB on shirts, etc ; also smart 
boy. Apply 133 Bovernment street, top flat, f 11 



w 



ANTED— General servant. Apply stating 

reference's to (; , CoiciDlst ofliee. lell 



•OUTH WaNTKU for 1,'rocery biiftliicss; 

must bo strong and willing to work, ttatu 
•I'v. Aildrei." 1' . ColonlBt ofhce. f5 



^.MALL Ununeli wanicd— about tlx liorse- 
kj power, to liurn wood; senil full panicti- 
larp, prlee (iiid |>liolo. R K Cooiior Co., f.O. 
Box fr.ll. V Ictorm. 

'■piC.\(;ilKH wanieii lor Dote I'ulilic .Sctiool. 
JL .Married man wholins )ind experience aiiii 
who liolds not less Hum a fceona class grade 
A. tertlllcate jirefurred; commence work Isi 
March lust, - alary f5-5 per month. It. Ityder, 
tecretiiry Bchool Board, llope, B. C.rKebrua'y 
stn, 1»98. tell 



FOR SALE. 



FOR SALIC— A good grocery 
general store. For piirllci'ilii 
W. .More Co., SO Cnvernment st. 



ijusiiicfs and 
rs apply to A. 

I!) 



iilOK HALi;— A najilitha latincli in lirst-elasa 
' order, or will e.\chnnge for lenl estate. 
W K.R . 1' O. Drawer til, Vli'iorla In 



Ij^Olt HALE— Three ton of lend and three ton 
J of zinc. A pply ot K. i'otker, ;iO .Store st. f'j 



V/lIl bp loiUHt on excellent remedy for 
aick headiicde. Carter's I.ittle Liver i'illa. 
ThousanUbi of letters from people who have 
used tilt 111 ]iro\e thiH fact. Try thcni 



THE DAILY COLONIST is for .sale at 
the news stands and on the .streets of Van- 
uoiiver on the tirrivnl of the steamer from 
Victoria and at the fullowiiif,' additional 
phice.s on tlie iiroviueial mainland. 

NKW Wi:.-:r.MI\; 
K.VMI.Ool'S. U'.T 



n lCl;, 1). Lyall &Co. 
-laviii.J. A. Hulton. 



M.VK.V. M. .^koie.ski 

VKi;;Ni IX, SiMii h liriis. 

KKVKhSTiiKK, l;alleis<in (.'o.. K. n. 
iVells, Can. Dm;,' ami IIimiIc Co., C.i'.R. 
stati<in;A. ,1. Ainan, C.l'.j:. .stiitioii; Mc- 
Dowell, .\t!.ins, Watson Co., Kevel.stoke 
sliilion. 

.\K1.8tJX,I.\, I'Lirdv, 'fliuinsun .S ationery 
Co. 

.SI.DfWN-, Slocan News c,,, 

."^.A.Vno.V, Slocan News Co, 

Kl I.VKRTOX, hiilverloii News Co. 

KUS.^I.AND. .M. W. fiimiisoii. 

TItAII.. K W. liiuwn. 

K.V.'Sl.o, l.omori di Vouni;. 

NKW JJKNVKK, C. V. Nelson. 

And may also be had from the ncw.s 
BKeuts on nil regular C. p. U. trains run 
ninn out of Vancouver. 



FOR S.* Lie — A limitedjnumber ol tliornut;lily 
trajutd i.uUrador sleigh dogs Aiiply or 



IpOR t)ALK— Kour-roomed collage nnd lot 
? having afrontage of ,".0 feet, a biuguin for 
fiiM) '1 he lot alone cost .V,S',o, and the limiso 
cost J.VO. Tlil.s properly is situate iu one of the 
most dehlraljle resiileiuial parts of tlie city. A. 
w. Mfiri. ,<j Co , sf, <liivernmeiit street. Ie:o 



|j"MjR.iAi.K— bliarea lu all the priiicipnl mines 
Xj in Brillsli Columbia at lowest quotiuions 
also some good KioudjkeclftlJns and B.C .Mioes 
A. W. More& C!o., mining brokers, tii Govern 
meut street. 



IpOR SALK—,') roomed cottage on Htanley nv 
I enue a baigaiu nt .^l.cro, on easy terms 



roomed liouEO 
ness centre, only 



Hill Park {2,300 
neentu WGoverm 



I'ort Etieet, close to busl 
'.100; 'J houses on Green St., 
nice resUlenco near Bcncoii 
W. .More J; Co , real estate 
lit street. 



TT10R HALE— The Kisnicre House, 10-1 faudura 
X; St. ; le rooms with furniture ; stone eellp.r 



corner lot about OS by t'Jt.i feet; alwajs well 
renteil. Immediate pcBsession. For further 

j20 



particulars apply <J7 (Juadra St. 



TO LET OR LEASE. 



"^0 LET— Nicely furnished front room. Ap 
. ply to 10 Bhinoliurd ht. J15 



/"po KF LET-On and nfler 2Jnd liift , InrRo 
i dv.-elliug house (furnished). ;and grounds, 
situiite eor. ot -Mots street iiud Fairfield Koad 
■ ■ niv to W. II Lnnglev. .TO • ovrrnment St 



Tu l-Ll— Comfortably furnished rooms with 
board If required ; price moderate, Ai iily 
61, VftDcou y>r street. ja29 



T 



O LET— Furnished housekeetiing rooms en 
BUi'e Annly 112 Pannora stict 



rpo KICNT-A fiirnlahed room In tho neigh 
X borhood of Pemberton road. AdJress X. 
Colonist ofliee. ri^o 

TO LK I'— A '-roomed houeecoruer of iiijuce 
and Oswego streets. Apply t8 tinieoe St 



NEW ADVERTISEMENTS. 



\. 0. U. W. HALL, Yates St. 

Oiien every cveniiiK and Wediiesilnv and Satu 
day nuuinees, the 

Lindley Stock Company 

"Success follows fiiiccesR."— World. 
"What. Uiy have promised ttiey have per- 
formed."- News .vdverllser. 



Tuesday, Feb. 15, 

carletoii's Clover comedy 

A GILDED FOOL 



in question. Tliut the meinberH of the 
government shonhl have done thia lie 
field to be unfortunate, for the uee of 
their nomea had been merely for the 
pnrpoBeof decoyintj London investors, 
and whether tho inveetments were kooJ 
or not, the ubb made of the nnmea of the 
president of tho coniiril could not bo too 
atronjriy condemned l y tho Loubo. He 
reprn'tted that the I vojientlemen n»tned 
hnd Been lit to ndopt tho course they had 
iind which, hfj held, was censured tie 
C(;-i<(.'iUt(( an I'ajc T'trce, 



The medical properties of Hall's Hair 
Ilenewer to Invigorate the scalp, remove 
ilnndruff, restores tho hair and its color, 
surpass anything of its kind. 

Tailor made Mackinaw 
suits with hood and storm 
collar, B- Williams & Oo. 

If sick headache is misery, what are Cnr- 
ter'a Little Liver Pills if they will poaitively 
cure itv i'eople who have uued them Bpeak 
frankly of heir worth. They are Biuall and 
easy to take. 

Leather Goats with sheep 
skin lininp- for Klondike 
Trade. E Williams & Co. 

ED, LIMKB, Gonornl HoRvenKor Yets: 
fltri)0t.-Yaidi, oto., cleimcd. Orrlotr Icit 
Bt 060. Mnnro's, 89 Qovoruinent stroeti .srootl 
Bro«.,oornorDongl8lttnd Fort; orBlMriUer 

'"■'?i.S?,'°S!4 *^2'^i*'"' «na.UicWEfn. niuct 
^lonpuy attended to. ai 



ADMISSION, 15c.; Resciveil seals, 30 and 50c, 

Beats may lio Fccured oiio week lu iidvanee at 
Lomoaru'H .MuKie Hiore, I'ori si. 
JJoors open at 7:-:i'. 

ilatiiicfi Wodiicsiliiy. 

WcdiiL'sday Niffht 

" The Charity BaU." 



ttlUSlCAL. 

MK. J1;H.SKA. l.ONGFIKI.l), from Hopltln- 
l oii'B, KiiKliiiid times and lepalrs pianos, 
liarnioniunis, Aiiiorlenn orgnu", etc.. on reason- 
alilo lorinH. Addre^.s iCIi I' uudora ^trcct J13 

TlflC OOI.LEGK OF -MUsiO, IGC, Pandora Bt , 
Victoria. I'riiic'l Mr. A. Longileld, F. V.C.M 
I'idDo, organ, slntiluK, Violin and vlolonrello! 
Lessons on reBsonnblo terms. Pupils can he 
visited at their residence if required. jig 

IjOST^iTfo UNxT 



JOST— A snbl9 and White coine puppv doir, 
^ Fiuder will recBlvo loward by lemrnluK 
same to Savaflnah Photo Tarlors, 6 Bisters 
DIocb. 



MISCELLANEOUS. 

TIlK lady who left her umbrclia Et!W Govern 
ineiit .St.,eoiileetionery store, can have Uu 

I^v^'HlUlU' there. 

Al'AR'I'Y wi.'-lieK toentnue praetieal miner 
who has Ijeen lu Alaska: (jive particiilai' 
■ run iiii. Vletnriii. /| 

Hay, luiy, the lluc-si hoy In the mar- 
t. from l.,ineru Wnsblugton; come and 
ore It i.s all [,'one. Uartman & lo., J2 



mmm nmm rem co.. 

To prospectors rnlners anil holders of mliierni 
elalma on unoccupied land within the Ksqui- 
mall tt Nanalnio Hallway Company laud giant 
K<H( olfK xJiAU OA'/zT irom tlie I'ato of 
thi.s notice tho Kallway Company will sell their 
rights to all minerals (exceptlnB coal and iron) 
and the snrJace rights of inlnefal claims, at tho 
price of fS.OO per acre. Such sales will bo sub- 
jGct to all other reservalious contained in con- 
veyancos from tho Company prior to tl^ls oaiO. 
One half of tho purchase money to ho paid tea 
days after recordln,'? tho claim wltli the Govern- 
ment, and a duplicate ot the record to benlea 
In theCompany 8 Land OIllco, Victoria, on pay- 
ment ol tho /frst Instalment. The balance of 
the luireliKBe money to bo paid Ih two equal la- 
stuhiienla, ui the e.^iilratlon of fix and twelve 
moiitliti wiiliout interest. I'refcut holders 01 
mineriilH elalms who have not previously ma le 
other nrraugeroeuts with tho Company loi 
acqulrliiB surface and mineral riphts, ore 
hereby notldod to at once make the hrst pay- 
ment on their claims, as oihorwlse they will be 
deemed and treated ac trespassers. 

LEONAKl) II. SOLI.Y, 

Laud Commls.siouer. 
VlPtorln, n.f) , Juno 1st, 1SD7. iefi 



F- C. GAMBLE. & F. 3- 0'REII.I.Y, 

M. I.^.ST. c i;. A."^?. 51, IN!-T. C l:. 

CONSULTING & CIVIL ENGINEERS, 

LAND SUllVEYORS 
Nelson and Sllverton, West Kootouav, B. tJ. 
Viotoria Offioe. 
Boom 45. Five Slstera Blooh. 




MKS. FKA.SEi:, .12 .Superior .St.. wiWics to 
Iiotlly her luitroiis anil publie Unit 



nas removed her dressim.klnK parlors to up. 
stnirs in tlie Wlilte House, cumnienelng from 

fl5 



fetu 



On: C: 
Viet. 



UiUK jiotatoes cannot bo ernialled iu 
;Uirla, at l^.'he, ]ier 1(X) Ib.s ; tliev are a 
HUiip. Conic early, to tlie .':\lves!cr F, ed Co 
Ltd., Ciiy Mnrket. ' 



CILAIiiNOVANI' 
/ .MrH. Dr. U. C 
wiek Hotel. 



i.'id [■syehonielrie n-edliim. 
ChamberB, iiarior, Bruns- 



A 



KIK.^T-(■LA.S^ (Iressnmker fron; 
desires einidoyiueiU by tlieday. 



LO>T- A iiair of eoid ilni Klatses, between 
buperlor and \\ hiirf streets. Kinder will 
bo rewarded by leiivini' 111 
street. Morrison blaeksiiiit 



AN\ iHjrson wlFihlnp to send the Vietorl.i. 
Klondyko mari and f.lder to their friends 
win please fiirnihli a list of the luuiies and ad'- 
dreshefi to I'-, Klworthy, iioaril of Trade Build- 
luif ai .l1 lliev wiinie iniiiled free. no:) 

8 lK)\VKrf. tl!o greatest liviiiK clairvoy- 
ant iiiediuin ; uufalliiu,' advlee on bust- 
iiess, speeubition, mining, mairiage, couit'-liii, 
divorces, etc Learn what the future holds iii 
.store for you; have specimens to show of pnyln-» 
croups of mines, all parts British Oolumhla and 
Btates. Keadlngs »l and upwards, 
10 



United 
Hourh 9 to 9 p. m. 



124 Uouglta street 



THi. Victoria Col IcRC of Arts and Science 
. . ,,P®. °J"""-''' '"'""t 1st day of 

^P'"'.'?.,Y,""*>'i"' "'^""'CeDnn of i ro 
lessor >\ iniara P.Turner, ii f;raduiite of Onslow 
(odepe, and South KeiisluHion Seliool of \nf 
Loudon, Kmiland, e^'elliuFr in all brnnehe^^oi 
Prawlng, I'niulinir, carviiitr. etc., at bis studln 
where Ihoronnlily practical Instruction can bo 
had at a very nioderalo tuition. Tlioso desir. 
ing a course of Instriietion will jifeaso Interview 
■•- correspond with the Profess rntonce' WJI 
'1 l^KiMCU, ;i20 tloiiier St., Vancouver B.C " 



Notice to Taxpayers. 

Electoral Districts ol Victoria City, South- 
Victoria and Esquimait, and the Land 
Diatrlcts, of Rupert, Say ward, Quatsino 
Coast, Queen Charlotte Tslands, North 
Saanicb, and parts of Barclay and Clayo- 
quot. 

Notice is hereby Riven, In nccordaneo with 
the .Statutes, that Revenue Tax aud all taxes 
levied under the " ABscssmeiil Act." are now 
due for the year bs'.is Assessed taxes are col- 
lectible at the following rates, viz— 

J f I'll id on or before June, 18i>S:— 

Three- liftiis ol one per cent, on real property. 

Two auu one-half par cent, on assessed value 
of wild laud. 

One-luuf of one per cent, on personal pro- 
perty. 

On so much of the Income of auy person as 
exceeds one thousand dollars the tollowlnt.; 
rates namely, upon such excess of income, 
when the same is not more than ten ihousaud 
dollars, one per cent ; when such excess Is over 
ten thousand dollars, and not more than twenty 
thousand dollars, one and one-quarter of one 
per cent, wben sucb exceas Is over twenty 
thousand dollars, one and ono-balf of one per 
cent. 

If I'nltl on or afterthe Jtt July, JSUS. 
Four-liftiis of one percent, on real iiroperty. 
Three per cent, on the assessed value of wild 
land. 

Threo-fouTths of one per cent, on personal 

property. 

(Jll so much of the income of any person as 
exceeds one thousand dollars the following 
rates, namely, upon such excess, when the 
same is not more than ten thousand dollars, 
one aud one quiirter of one per eeni ; wtieu such 
excess is over ten thousand dollars and not 
more tluin twenty tliousa;id dollars, one and 
one half ol one per ceut.; when such excess Ib 
over twenty thousand dollars, one and three- 
fourtli of one percent. 

Revenue Tax, J3 00 per capita (Victoria t Ity 
excepted). 

VlototlB, B. C, January Ctb, iscs . 

0. BOOTH, 

IH Assessor aud Collector. 



OOOOOOCOOOOO oooooooooo 
o 



iDlSABILlIIES 



Do you feel more tired in the niorninp 
than on goinK to bed? Do you have me 1- 
anchol}r spells, poor memory, shy, desiioiul-- 
ent, want to be let alone, irritable? If you 
do feel so yon suH'er from Nervous Debility. 
If you are ireiited now you can be cared. 
If you wiiit yon iniiy waft a little too long. 
Many who wait become nervous wrecks. 
Don't you wait. The sure, speed] 
theGR^lAT 



, speedy cure \» 



HUDYAN CURKS 



I.O.ST MANHOOD. 
FAILINt; POWERS. 

NKKVOU.S DKHILITY. 
HOIiKIiiLE DREAMS. 
CONSTIPATION. 
LOSS OP POWER. 

LOSS OF CAPACITY. 
LACK OF ENERGY. 



First, secondary, terti- 
ary forms of blood dis- 
orders are manifested' 

by copper-colored spots 
ilchiii}; skin, irrittited, 
dry, purcheil thiiuit, 
ulcers in tlie hkhuIi, 
railing hair. Art jiruuipt 
Get ciii'od. The oO-dav" 
cure is what yuu need. 
Call or write lor 



I OS I- At Beacon HiU I asmali blue enamel 
J locket, with 'pbot<^g»pii luslde. Finder 
will roeelvo reward on roiurnlng to C2 flovorn- 

ineutSt^ n,", 

J O.ST— A fur CJlinr luiartt'ii). on I'nmlora 
^ avenue, lust eveiihu;, between First I'rrs- 
byiorlan chutuh and Vancouver Bt, rienf.o re 
turn to Goloniat t lllce. 



IVru I OE is Hereby clveu that I intend to nn- 
-L^ Illy at the next sitting of the Board of 
Llceuslni; Comiiilssloners for a transfer of the 
license held by mo to sell wines and liquors bv 
retail, ot the premises known as tho Caledonia 
hotel, situate at tho corner of Htoro and Cor- 
raoiant streets, In the City of Victorin, to .John 
U. Gaerdes. 

ROBERT CHAInTlCK 
Dated this 3 rd da» of February, 1898 'f.i 



BUSIM'.S.S Cil.VNCKS. 



Call or write for 

Circulars and Testimonials. 

Blood Poison 
Blood Poison 
Blood Poison 
Blood Poison 

30 - DAY - CURE CIRCULARS. 

Wm MEDICAL INSTITUTE 

Lllo kton, iMnrket nnd Ellis Sts , 

S an Ft aacisoo. - - Cal<. 

INTOTICE 

In Ihe Supreme Court of Eritish Columbia 
In I'robate. In the Estate ol Thomas 
Sawdry Bone, Deceased. 

Whereas by an order of the Hon. :.tr. .lu-itieo 
IrviUj,' dated the 2-ltli day of Jan. A . U. IS'H we 
tlie unUersfKiiod were appointed aIllninistrator^> 
of the estate of tlie deceased. .N'ow notice is 
liereliy pivon that all persons havinc; clalin.s 
iiKaiii.st the said ehlaio arorcqueslel to present 
tlio same to us for settlement; and all persons 
inileliteit to the sniiie estate are ruriuested to 
iiiaKe payment to us forthw th. 
\V.\I. IIKNKY BONE, ) 
(IKdKf.JE i^l.MPs.jN, ! Administrators. 

Victoria, B. c. February yth, 18US. ilC' 



PROMPTLY SECURED 




bJnil a fcianin ror our IhuuiK'jI boot "!i(i 
pet a I'litent,*' " Wlmt jiriidmb;, to In -ont, anii: 
I rlze:ion Patents." Atlvlcu frv..';, l-'eet'uiodi rate 
MARION £ MARIO: \ E, PEhTs' 
Tcnipu. bullilln;:. 1R5 e.i. Junics btrect, Mon rcalf 
Ttio only llrni (i( (iraitunte fc,u .iucrrit |i tho 
nonunion iruiisHctlu(jpat<iutbu ;.io«so; cltul -civ 
Slention thia poller. ^ 



SriiCUL.^TOUS and investors havluR ifiio 
capital of ?I00 aud upwards fhoidd write 
lomeatontiu. I have something of nnn-iiul 

»s'KS»r'" Office, James Bay.' 



At the Government rrintiiig 
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IHF PfiOVlNCIAL HOUSE. 



CDuti}iiie(l from I'ufic Ttnt. 



Etrongly by eome of their own adherents 
aa by mem'bera in opposition. He hoped 
to have an explanation of this, as well 
as the other matters be had touched 
upon, Uom the government, thinking 
sncii explanations fully due to the houuo 
and people. 

The Premier, in responding, remarked 
that the leader of the oppusiiioii had 
been kind indeed in hia treiuinetit of the 
t;ovonuneiit proKrnmme, very probably 
bec;Hiiso he felt that the inattera alluded 
to in the speeoli and so ably deinouatrat- 
ed by the mover ami seconder of the re- 
ply, niado it a very etroi'ij doeiiment in- 
deed—that aa a matter of faet the affaiiB 
of the province v/ere in eo eatiefactory a 
coiulitiun that little fault could be found, 
fie corii^ratulated the mover and 
seconder on the plain, earnest and 
atraii^htlorward way in wiiich they lind 
taken up and dincuBaed the Beveraliteine 
relating to the businesa of the country. 
The, leader of the opi)osition liad said 
that the BBttlera were cryinfj for roads, 
and had paraphrased the immortal poem 
of Kipling's to maintain that the gov- 
erument had forgotten the interests and 
lightB of the people. The honorable 
gentleman in making such an assertion 
could hardly have taken the trou 1)1 e to 
consult the records of work actually ac- 
cnmpiished in all parts of the province, 
ifad the eleclora been told ten years ago 
of the enorniong works that would in 
the next decade be accomplished they 
couhl not have behoved that creciil 
could be obtaineii to enable any j^overu- 
nient to acconipliali what iiosv has been 
done. I'or a province of less than 100,- 
000 white inhabitants, Kritiah Columbia 
has done more in railways, in useful 
and nyi;esgary public works, in charities 
and in education than any otluir prov- 
ince in Canada, It is well ahead oi any 
of the slater ])rovince9 of the dominion 
or of any other colony of Great f3ritain, 
and the governaient could theroijro 
truly say, "we liave not forgotten." 
The leader of the opposition had referred 
to the increase in the expenditure while 
the revenue was mounting up by leaps 
and bounds. Of course the expenditure 
had increased — had the government not 
seen to it that the machinery and public 
worka of the country kept pace with ita 
development and necessities the govern- 
ment woukl indeed have been blamable. 
The increaao of tlie debt was not only 
natural, but it was evidence in itself 
that the affairs of the province had been 
eo wisely administered that it was possi- 
ble for the (.overnraent to borrow money 
readily for the prosecution of neces- 
sary public works whicli Were 
indeed the best assets of a country. 
No one with any broad grasp of public 
■■luestiona would attempt to aay that it 
was either poasible or desirable to con- 
fine the country's expenditures to the 
revenue in the present stage of Britisli 
Oolumbia's development. Had this 
policy been adhered to, where would 
Kootenay be to»day— if only the avail- 
able revenue had been drawn upon for 
the building of the roads and trails by 
wliich tfiat rich district had been eatia- 
factorilv opened up. In regard 
to the alien bill of last session 
he would have notfiing to aay, 
as this subject, like that of statute 
revision, came more properly from 
the Attorney-General. With reference 
to the encroachment of the river at Ilev- 
elstoke, the honorable leader of the oji- 
position had evidently been miainform- 
ed. When on his way to Ottawa last 
spring he had diacuesed the matter with 
a number of residents aa he passed 
through, and on reaching Ottawa lie had 
taken the matter up with ttie Dominion 
authorities and strongly urged that steps 
be taken to prevent the destruc- 
tion of the townsite by the en- 
croaching river. The federal author- 
itiea had, however, changed their views, 
and held that although the damage was 
caused by a tidal or navigable river, 
they had nothing to do with the land it 
destroyed. lie (the Premier) could not 
see the matter in this light at all, insist- 
ing that aa the Dominion had sibaolute 
and entire control of a navigable river, 
when that river cncrnached on and dt- 
flroyi-'d property the Dominion govern- 
aieut should take it in hand and prevent 
its further ravages. He could not, how- 
ever, get any encouragement, and on his 
return to Revelatoke fie hail made it a 
point to secure exact information of the 
state of all'airy, and had eubae- 
quently urged action in a telegram to 
Hon. Mr. Tarte, from whom came a 
curt telegram in reply to the effect that 
the fault lay with the province— that he 
bad placed a sum in the estimates for 
the work on condition that the province 
f^ive a like sum. To this a return tele- 
gram was sent that the matter spoken of 
was o( the past, but the destruction of 
the town was not, assurance beini; given 
tliat tha |)rovince would be askeit to as- 
sist in the work. Correspondence fol- 
lowed, and the 1 rovince linally (iU'ertd 
to contribute one-third the c;oHt of neces- 
sary reclamation or protection works, 
proVided that tho total cost should not 
exceed .f lo.OOO. The Dominion find not 
agreed to this as yet, but aa the matter 
iiad become pressing the provincial g(iv- 
ernment had sent up an engineer to take 
such temporary action aa might be neces- 
sary to prevent further damage, this en- 
gineer being at present in Revelatoke, 
and his estimate of the cost of permanent 
protection works being $45,000. Here 
the matter rested. Another subject had 
been brought forward by the honorable 
leader of the opposition, a matter that 
was not in any way political, but which 
had been introduced in the ho|)e that a 
tew votes might bo caught by running 
down tlio character of tlio Premier and 
tho President of tho Council. These 
geutlunien of tho o)) position repreaented 
tliemselves as so fearfully antl wonder- 
fully virtuous that they objected to any- 
one in I'^ngland subscribing to any Brit- 
ish Columbia enterpiise for fear that 
they might lose money in their ven- 
ture. Thoy would not como out boldly 
themselves' and endeavor to interest 
outside capital in the development of 
liritish Oolumbi.t's resources; he on the 
other hand had aim ply como out boldly, 
and expressed his confidence in the 
province and its mines. He was proiid 
to say this, for all that hp had done in 
thus bringing British capital in for the 
opening up of British Columbia had 
been liono in an open, straighltorward 
manner ol which he had no reason to bo 
ashamed. Ilia connection with tho 
companies in question was as honest as 
his own business or hia other invest- 
ments throughout British Columbia. He 
had never heard it said yot that it was 
a terrible thing that ho should bo 
a director of the Canadian Pacific Navi- 
ization Oompany,and that that company 
iiad actuallv sought to borrow money In 



the English market for the purpose of 

carrying on its allairs. Surely the oppo- 
sition had been remiss in not seizing 
this opportunity for iirotecting the honor 
of tho jirovince. The whole po'nt of 
their attack appeared to lie that an elec- 
tion was coming on, and if it was possi- 
ble to traduce Mr, Turner and Mr, Pooley 
a vote or two might be caught before the 
public awoke to a realization of 
the deceit put upon them. As to tho 
feeling of the country towards the gov- 
ernmeut, ho could say that hia recent 
tour of the country had shown tho feel- 
ing to be quite the contrary to that re- 
presented by the members of tho opposi- 
liou or by that portion of tho proviocial 
l)resH making scurrility its stock in 
trade. These papers were doing their 
utmost to decry and injure tho province, 
but their statement that the government 
had lost the confidence of the people 
would be found abundantly disproved at 
election time. This was a time-worn 
pro-election cry, but sounding no truer 
now than on tho eve of the last general 
election when it was worked for all ita 
worth but most inoirectually. The late- 
ness of Iho session was regretted as 
much by him as by the gentlemen op- 
ii'iRifc ; ' it was, liQwevo'r, unavoidable. 
With refc-remo to tho apoouunit'iit of 
tl miinng inspector in Kootenay, be 
believed that one had been sent round, 
Mr. Dick, and that .Tnother had now 
lieen appointeil. fie whs snrprigod to 
liear the stateiuentt Miii'le by Hie leader 
of the opjio.sitiun as I'l .ici-i'ii- nta that had 
occurred at lioBSlaml, as hiul under- 
stood tliat the only fatal accident had 
been due to the carelessness of 
the person who lost his life. 
Aa to the measure of redistribu- 
tion foreshadowed, it would be brought 
down as speedily as possible, and 
would, ho believed, commend itself to 
the good sense of the leader of the oppo- 
sition as well as to all other members of 
the house. He assured all members that 
the government would expedite the 
husinesa of tho session as much as pos- 
sible, and had for tliis reason arranged 
to bring down the estimates next week, 
but there were many important private 
bills to bo ih^alt with, ami he hoped and 
believed that no undue haste would be 
disidiiyed in disposing of them, as im- 
portant public interesls were also con- 
cerned. The Preniier resumed hia seat 
amid general api)lauso. 

^fr. Williams (N'ancouver) waa the 
next speaker, and in the course of hia 
remarks exijreased satieiaclion that the 
discovery of gold in the Yukon should 
indirectly prove of great advantage to 
British Columbia. .Vs to railway com- 
munication in the North, he doubted if 
tho government should give any asais- 
tanco additional to and supplementing 
that obtained from the Dominion gov- 
ernment toward securing a railroad. Last 
ear it would be remembered a subsidy 
and grant had been passed to the 
Cassiar Central, and from six to seven 
million acres of richly mineralizetl land 
had been set asida for them to make 
eelet^tion from. Maying done this tho 
eovernment had done all that they were 
justified in doimr toward securing a rail- 
way into tho Yukon country— other 
meana were available for spending the 
country's money to tho greater advan- 
tage of the jirovince as a whole. He was 
glad to know that the Crow's Neat rail- 
way was being built, but regretted that 
liritish Columbia would not get tho 
benefit of the coal lands being 
openod up. The Victoria, Vancouver 
and Eastern road would prove of great 
benefit, and he would be glad to discuss 
the bill in connection with it when this 
measure was brought before the house. 
As to redistribution, an inkling was af- 
forded that it would not be satisfactory 
to the people when it was brought down 
aa it was intimittd that it would 
be only partial— until tho census 
of 11)01, to enable the districts 
to be BO adjusted that tho government 
might slip again into power. Ilia own 
opinion was that the outcome of the 
general election, on whatever basis the 
tistricts were, would be tho annihila- ! 
tion of tho government. Ho took oc- 
Asion to expreas regret that the premier ; 
and the president of the council had 
seen fit to accept positions on the di- 
rectorates of mining companies, in the I 
manner referred to by tho leader , 
ot the opposition, iiolding that ! 
out oi deference to public opinion j 
both members of the ca' inet nuntioned 
should have volnntarlly withdrawn from | 
the comijaiiies in which they wpre tims i 
int(!rested. In conclusiou Mr, Williams 
dealt at trreat. length witti the assistance I 
given tho Xo'.on and I'ort i-heppard ! 
railway, holding tliat the iis^istanc! in | 
lands given to this road exceeded that 
contemplated by tho bouse and author-' 
ized i)y the act. | 

Hon. Mr. Martin congratulated the | 
mover and seconder oi tuo reply, and I 
after referring to tho roatl work carried i 
on by hia department referred to the ] 
attack upon his colloaguea, tho premier 
and the president of the council for their ; 
action iu interesting London capital for 
the development of British Columbia's 
resources. He knew his colleagues to 
be honest and honorable men and was 
heartily ashamed that the attack had 
been made upon them in the weak en- 
deavoi to interest a few votes. Aa time 
would not permit him to enter more 
iullv into tho (luealions touched on in 
the addrtss, he at this juncture moved 
the ad jonrnment of the address. Agreed 
to. 

Col. Baker prftscnteii the annmd re- 
port of the p\Tblic schools. 

Hon. Mr. i<il)urt8 presented the re|)orl 
of the coinmiBBionors on tho revision of 
the statutes. 

Hon. Mr. I'.berts introduced a 
bill to give cU'ect to tho revised 
statutea of J3ritieh Columbia, 
i'ho bill passed its first reading. 

Mr. Semlin moved, seconded by Mr. 
Willi.ims, for all correspondence with 
Ilia P^xcelleocy the Governor-General in 
regard to the " Alien Labor Bill " of last 
teasion, assent to which was reserved 
licniiing His I<:xcollency 's consideration 
ul same. Agreed to. 

The ministers answered the series of 
questions of little or no interest on the 
order paper. 

Hon. Col. Baker presented papers re- 
lating to the acts of the legialaturo dur- 
ing tho session of 1807. 

Mr. Helmcken introduced a bill relat- 
ing to the employment; of Chinese and 
Japanese. Read a first time. 



QUARTERMASTER IGO. 



An OlHccr From IMicblcan Became 
I'amoua DarlnB the War. 

"Scrvico in tlio army, " remarked tho 
veteran, "certainly tended to develop 
characteri.stics, and if a soldier posses.s- 
ed peculiarities they woro bound to 
como out. Livery regiment had among 
it;! members ono or moro who bocamo 
known to everybody, who wero distin- 
guished by a nickname, and to a certain 
extoutworo privileged characters. Some 
(if theso oven acliioved fame, and their 
linings and sayings ^vero ropeatt'd 
throughout tho army. Among thu must 
noted of the.so iu Buell's command %yas 
a reyimoutal quartermaster fromMiclii- 
gan. Ou reporting at Louisville I was 
ordi'ved to tako charj;o cjf a stcinnboat 
liNidiii); -with stori'H and aninuniit ion for 
Na.shvilli', Nearly all the captains anil 
pilots on tho snuthwestcrn rivers weru 
beliovcd to syinpatlii:'.o with fbe S';ces- 
sionists, and it was presumed that these 
gentlemen would uot give way to grief 
if till) boats tlu<y were ruuuiug-, loaded 
v.ilii finvernment supplies, shiiuld Im 
captured at somi; ci.nveiiieut laniling by 
relied.-, lienei'thc prei-aution iil' runniii;.,' 
the iiiiat.s under the.' direct inn of.' a union 
olVit-er with a guard en tlu-ir deehs. 

"()i> gcjing uljr^'.rd tho boat to which 
I lu'.il 1 ei n a.-^signed I was halted at tho 
gaiig-iv:;y .;tairs by an undcrsi/i'd num 
wbii.M! liair was several degrees Ijeyond 
Kuburn and whose aeeeut .-avored of 
Tipperary with tho .salutation: 

" 'Who iu thunder are you?' 

"I produced tho document from head- 
quarters, which ho read over carefully 
:ind with a profound bow haudcd back, 
remarking : 

" 'Vnu're all ri.L'hr e.nd cww en wb.ei-e 
ynu 1 i !■.!■. 1' Ve bei n I :lkillg eliai'ge i.f I his 
cr.lit because .slui i:; eded ii hi'ad, but i 
resign. There's a devil of a lot of ear 
fellows abiiard. Pm Quartornuister Igi i. ' 

"'Ibis was iny i::trnil\ie[ii ui to the 
qii;:rlerni;;ster. (.)n the arriv.il ol bis 
ri giment at Loui.s\iilu ho had, or ima„'- 
iued ho had, business witli tho quarter- 
muster of tho departniout and at onco 
prnei edi'd to the l.irgn building (i"eu- 
pied by that nll'iir, Jini.-bing aside ;;;i 
interposing eTdi riy ;;i;d pushing i.pen n 
gat", lie iiKU'cl;. il 1 through the saen d 
in'-le:-nr" uiitii st-.a'.ieil by a dignilied 
und indignant; goulleman, who curtly 
informed him that ho must remain uut- 
sida tho railing. 

"'Wb ) in tiiuri''.er are yon?' dennuid- 
ecl Igo. 

" "I am Ciilouol :iwords, dcparlnunt 
qnarterma.stiT. ' 

"Igo coolly glanced over him from 
head to heel and then asked: 

" 'Diru'r ill" gnvernmeut jiay you?' 

"'Why, (■erl:unl7, of course.' an- 
swered tho surprised West Pointer. 

" 'Then why i;i thunder don't you 
w. ar brass buttons aud things on your 
thnnlili rs so a fellow Would kuow you 
an^ the liigli cockalorum? How am I to 
tell v> be;!ier yeu ;u'e (Jidoiiel Sworils er 
Tom. Dieli (.r thu dc.'vil/' With this l;e 
turned und indiguoiitly marched out. 

";50on after ho cucouuterod tho colo- 
nel iu i". public p'aco and ut onco ac- 
costed hiri .; Jie •was im- 
mi'diately i '. . ... i Ibo remark: 

" 'riir, will u J iiu h;iVO business with 
mo veil will plcaso call at my (iflice. ' 

"i.;iter, when ererything was being 
huiTiod for nu immcdiato departure of 
tho army, Colonel Swords, who was 
riding out to the camp, met Igo ridi:;g 
into rh > city. 

" 'On.' ini.inH iii, (|uartcrnKister, ' said 
tbo coloacl, bringing hia horso to a 
Etuud. 

"'Sir,' paid Igo, 'when you have 
business v,-ilh mo you will pleaso cull 
at iiiy ef.iee. ' 

"Iji thu iiutnmnof 1863 our regiment 
rclievid a ('et:;chi;ient of troops posted 
at 11 cro.iiroads ticveral miles from he;id- 
quavter.s, at Murfrce.sboro, Tcnu. Uno 
evening wo received orders t > return 
immediately to town, aud whilo pack- 
ing uji a soldier foUiid a I'o.x of papers 
ar.i! reported tho find. Invi'stigation 
showed tliem to bo Quartermaster Igo's 
regimental Bccounta, and instructions 
were given to tako them along and de- 
livi r tbem t:) bini tho first rpportunit v. 
'i bis eeeurn d e.t; .Mii.'free.-boi-o, and tbo 
bo:; ,.f ] .•.riT.s was i .-luraed. On n eeiv- 
iiig t:;i i:i I:;n 1 rohn out: 

"'Well, tlii.s b; :;t:) thunder. I've 
beeu losing thcso papcr.s all over tlio 
fitate of Tennessee, and eomo blamed 
fold invariably fhids them and brings 
tbi'iu bi.ek. How :iro my lu-eounts with 
the e, ivM-nmenC ever to 1." settled if I 
c:ui't Ci rtify that tho papers aru lost:' 

"It was reported afterward that tho 
pov( rnuiont had imperatively called up- 
( w Igo to s.'ttlo up, and ill ansv.cr bo 
h.ul boM-l up all his jKipi rs and for- 
warili il them to Washington with a let- 
ter stating tlKst Ibe-^o wero all tho doeu- 
nient<, and as tho department had plui- 
ty of clerks they could settle the ac- 
counts at their leisure to suit them- 
selves. " — N. 'V York Hnu. 



>TH| EMPIRE TYij^ 

We claim' that It In (Minal';-.to?a»^»na mir- 
puflKM «Ii In many respcots... We Will Mnd one 
lo (iny reffponelblo Arm or penon on ten diiys 
trlRl, and H not toand m' we repieMpt U may 
b« returned to u».. HajUtlM prtCO^o^otUBti- 

The WUUajaa VOf- Co^ ttd.^ Hontrea!, F.Q. 



1:113 l.i:.:li's W.\y in SlriMistliC" Ni'S^t Uc.'. 

Lord ii:iyh igh has published a iirivel 
and ingenious way of inteusifying woak 
].liotograpliic pictures, not by chemical 
but 1 y pbysie;il me;iris. It is widl kno wn 
th.it a weak po-itive ri"uisp;ire'ney shov.s 
nii;e!i greater contrasts of light and 
shade' when held in front of a white 
shei t of p;i[icr than when held up to tho 
light. This !.s duo to tho fact that 
through tho transparent parts tho whito 
paper i.s pcou with littlo lorn of bril- 
liancy, v.diilo tho moro opacpie part.s 
act, an it Vi-oro, t\vi'-'o over, onco when 
I ho light pas.ses through to tho paper 
a;id onco when it is retiocted back to 
the eye. Lord Rayleigh's method, based 
cii this f:ii't, is to back a wo;dc iiegativo 
With a fl:U polished reflector and to 
copy it in thu c:unera by means of tho 
usual condeii.sing lens, with tho light 
placed as much in a lino with tho copy- 
ing lens as possible. Tho positive thus 
obtained can 1 a.sodto make a still fur- 
ther intensified negativo in tho samo 
manner. To get rid rjf tliii ofTectof falso 
light reflected by the optictil surfaces it 
i.s necessary (dtlicr to givo a slight slopo 
to tho coutlcnsiuB lens, or, if this is not 
used, to attach a prism of glass to tbo 
face of tho negative to be copied. — Pall 
Mall Gazette. 



To Settle a Doubt. 
BuocKviLLB, Feb. 12.— (Special)— An 
in(iueat has been ordered into the death 
cf a young man named George Price, 
who died last week at Newblisa from 
what waa supposed to be a kick by a 
horse. Deceased roaided with his par- 
ents, and went one night to the stable 
with a young man named Brunbridge, 
and was subsequently found there nn- 
consciouB, supposed to have been kicked. 




Sloli nenilnch-'nnilrolii'vB nil llieCrouDl«sl:ir! 
rli-nt to a ijfli'jiia iita'-« of tli j system, such cj 
Dtiv.lm'n.';, Nun.;!'!!. Drowsiness, Plstreoa after 
(•iitlciK. I'liin In thiJtil'le, £c While their iiutj'. 
^-UIImTll:abIo Biiccess hus tiaun showu In curiu( 



ncrtilnrhp, yet OAKTf.n'a I.irn.K LrvKn Pir.(j 
ai'o p>|iiuliy viiliialjlo In Cnristipatlon, curing 
mill preveiitlntf tliia aitnojiiii; coinplaliil, while 
tliei' also com'ct all disordisra of the Btoniach, 
8tiiiiulate tho liver and rejiulals thu boweU. 
Evju U they only cured 



Arhi? t)l''y w-eiiki alm.i'it prl'-cl.'in to tliom 
wno 'isiCer fr"in tlii; d i'.tr.-'.Hiiig cdinplniiit , 
Imt forlii'i.'itely llx'ir i;eei!ni'.s;. does net •"ii'l 
li.'ro, and tliris« ivtio oiiee tr>- tlit-ni will rliid 
these little pil ls valiinblu In so inuar ways that 
they will not be willing lo do wltaout tfaeca. 
Mut after all Bick hoad 



i« Ihe banc of r.e iii.'uiv llv.'3 tlmt h.:rf la whern 
Wf uii'lc" our irre.iL luja.st. Our piUa curu 
•Ainle eth.T, rii ii.'t. 

( 'All [ j-R's I.irri.i: f.iv::n Pn.is sre r/ry fninl. 
iiiil vrry e!w>- to uikf. 1 im- or two nilfs iiiulti: 
ft liuse, Tl>'*y /irt) strictly vcj^eUililc .iiiil do 
li'it ^'ri[to or pii'-yo, lnit t<y their iffiitip aetii'Ji 
ijI'Iiusi' nil \vli.> 1 iSii till-Ill. ill viivis at 2,') ci-nl.i. 
five for $1. Held evi'ry.vlier.', or Hi'lit Ijy uiuJj. 
CAZZZZ ILIZVAVX CO., I?e7 

ME. MUm 



;nli d, oiiilorvod " Teml'^r for .Miicliiuory " iisid 
ulri^sod !□ tl;e uiirturisiKUi'il will litj rccelvnl 
up 10 i ii'< lock, 0:1 iMoudny tho '.iSth iuntaiil, for 
tiiu iHiToliHsi.' ul the follo\rinK jilaDl at present 
ylni; 111 Hit.' niil electric lighting Btatlou, oil 
VatL'.s strco'., viz: — 

Sllile VaUe Eagiiis CcmplBie, CyliDilEr n 
llllll X 18 iiicli, 

siiiie Vdlve Ensue Complete. Cylliiler iii 
lEli I n m± 
35 reel of Tiirnei Stialtlng, VA mi dlameier, ic- 
geilier wUli i Bearlnjs aid Pnllies, 

Hi m cf Leattier EelllEg. 
256 m of HiiDter Belliiis, 

Kni'li tcnikr raiist lie nccompanicd wltli n 
periiiiod cht'i'iu miido payable to the City 
Treii.surer lo tiu' iiiniiiiMt iif 10 i cr colli, of tlie 
pricu ti'iidured, balance to be paid cii iicceptoiit'o 
of tender. 

ririiues will be rctiiriicil lo uiisuccc'srul 
tenderers. 

The highest or any lender not necessarily nc- 

ceptud. 

w:i \v. Noi^THcorr, 

I'urcliiisiiig Ajteiil for the Corpoi iilinu. 
City Hail, Victoiii, li.C., Fub. 10, isub. full 



AN UNDOUBTED BARGAIN. 

tuavHsvil fil,W>U ■ . • . I'ricu ISt.SOIt. 

Two Storey House, 
Brick Fonxidations 

Clo.ie to I'lir line. Splendid siliiatlon. 
.\i'Ply at ouce 

SlKIIIESTOll & OHM ! 'S'^B-]^] 



The business lately earned on by me at 
No. 61 Government St , Victoria, has been ac- 
qnired and wiU In tbe future be carried 
on by tbe Victoria Book and Stotionery Co., 
under the management of MR. H. S. HEK- 
UKKSON. 
UiitL-J llie 'jytli January, iSqS. 

IIOBT JAMiESON. 



H. S. HENDERSON, Wgr 
UovL-rniiic'iit bt. : : Victoriti. B.C. 

S. A. Stoddart 

Direct Importerof 



From $6.00. Waterbury's $2.00 

68 YATES STREET 



YUKON 

MINING 

REGULATIONS 



★ * 



In I'orm 
lUST ISSUED 
liveiyliody bound for 
the Klondike sliouki 
iia\'e a copy. Com- 
plete . . . 



First-class IRON ^Steamsilip 

CENTENNIAL 

fa,07l! TONS) 

ForDYEl-SKAGWAY 



Superior Bcoommodntlon for c.iblti niul 'Jnd 
class passengers, live stock nud fiolgat. 

Leayo Victoria 8 p. m. Wednesday, March 2nd, 
iGtli and aoth, Af>rll ISth. and 2;tls, May 11th 
flud 2&tb. 

For St. Micbaol'B, June 11th. 
Apply to 

J. H. UOGEKH, 

7j Goverumout St. 



Tacific Coast .'-steatuBhip Couiyany'a 
Bt earner 

"QUEEN," 

Will sail from Victoria about 

WEDNESDAT. FEBRUARY 16TH 

— For— 

Juneau, Dyea, Skagway 

R.P.RITllET&CO.atdJgents 



Klondyke Tents 

.^and Boats 

Klondyke Canvas Boat, 

Wriillm fj lli.t. fill./ irtll 
nirli/ <ii-rr x;,r,UU lO.t. 

K, Ji*:r.s-i: >t ili'.d., Ylctorin. 

UK.vii Kii;.'.:-rTliL' cniiviis boni ymi ninde for 
our iiiirty Inst July, giiTct'iitirt' MUlsfiirtinn. We 
cfirilt'd 'if; ewt. lliniui;li tlii; cunyiiu in it mid did 
not liiivo to biilL' mine timii n qiinrt ol wntor nut 
111 la hours In Cducliu-ioii 1 liuvu no liu.sltntiou 
lu rccommoiidlnf? ihone goiiig lo Ihe Yukon lo 
liilse DUO with them . 

)30 TBANK p. SLAVIN. 



Sleppinir Baars, Clothinc: Baers, 
ami all kinds of Cauva.'^ ffoods 
kept in Block autl made to order 
tit sliortotjt notice 



Bole niiuuiliiclurcr.s of the 

Jondyke Patent 
^_,,,,,„„_Grub Bag 

And tbo Prospfetor's Knapsack 
ai.so of Paramu Bags of every 
dcscriiition, guarauieed water- 
iiroof and not eU'ected by any 
climate 



AMa SailLon anil Tent Factory, 

Upstairs, No. 71 Wtiarl 8t, cor. Bastion Sq.;e. 



NOTICE OF SALE BY SHERIFF, 

I'urBunui to tin- i:.\ociition Act 



In the County Court of Nanatmo, Holden at 
Nanaimo, Between Janev St Crossan, 
PlalntlfTs, and Custave Muylaert, Defend- 
ant. 



Ill obt'diriu'o to B writ oi fiori liictiiB Innds Is- 
sill' 1 out of tiic iibove c^ourt nud to me diioetod 
Ul llic nliovu .'UiU lor the .smn of ffVi.tO (tud iu- 
tert'M tliiTL'Oii lit f. in?r cent, per uiiuum, from 
the ,^tli ilHy ol A ii(;iiit X I) If-'J I, be.'.lde.'; slierllFs 
foi'S. i.ouiiduiie. ii.id oilier e.>:|ienKi.B ol 
c.M-'cuti'iu iiii'l iucidt'iitiU c.^;rei»^'"'. 1 hi've 
seized and will oiler for fale by mbllc Auclioii 
at tbe Supreme Court House, Nanaimo, on Sal- 
urday. the I'Jth day of February, 1898. at the hour 
ol 12 o'clock, noon, all the right, title, and In 
tcrmt of Gustave Muylaert, defendant In tho 
biuiis Hs deserlfaed la this advertisement to 
.'.lUisfy luojudgineatdebtaud costs ill this ac- 
liou. ' 



Vn I f Ij'I. 



Kniipp VI. 
.Mni) IM. 



nrre:; 

Lol 7, Bed! on 11 more 
r less 
loared 
(iood 
farm- 
iiiK 
laud 
nnd 
fenced 
and 
hcu.so 



HVicH lo be y<il(l. 



Where lo be Solil. 



balurday, I'Jili dav ol i lu trout of llio .'^i 
February, 18U8, it li I pieine Court llouj 
o'clock noon. Nanaimo. 



The tollowlng JudBnieut.s are the only charges 
w-htch appear rrgi^tercd against Lot 7. iSecilon 
11, Range VI , Map -153, Janoy it Crosseu v Cus- 
tave .M uylaurt, Slh August, 1801, |»62.80. Mario 
.Muylaert v. Gusta'veMuylaort, 26th Hept., 1891, 
$i;«10. Us Penders insult Uustavt- I.elscr, acslR- 
ueeol Janty & Crossan v. Gu-stave Mtiy Inert nud 
I'liiloroiDC Muylacit. 

Terms of sale Uasb. 

.S. DKAICK, 
SberifT, County Nanaimo, B. ('. 
Nanslmo, 7tb Februarjr, 1898. 




C.P.N. CO'Y, Iiimited 



STEAMERS 



Will leave Turner, Bceton & Go's Wharl lor 



Wrangel, 
Juneau, 

Skagway, 
and Dyea, 



For freight or pns.snge, applv at tho ofllco ol 
thecompany, M Wharrslreet, victoria. B.C. 

The company roaeryos tho rleht lo ohaugo 
this time table at any time 'witliouc notiflca- 
liou, 

)a6 JOHN IRVING, Manager. 



ALAS K A 

Washington & Alaska Steamship Co. 

Steamers 



Wrangel, 
Juneau, 
Skao'way 
and Dyea. 

at loUowa: 

S. S. "CLEVELAND" 

February 24tli, 

S. S. "PAKSHAN" 

February x/tli, 

Thee .'itenmorti are cncli of 2,000 tons burthen 
mill are litted with every couveuleuce lor'Jnd 
cla.ss i-a-SheiiKers. Sleaini-hip 

"City of Seattle" 

The only excIuRlvelv passenger steamer for 
Alaska, ivUl be desiiaiehed 

ON FEBRUARY 21:tli, 1) A.M. 

For IrolRht and pasnngo apply to 

DOUWKl.L, OAKLIiLi, Si CO., AKOnts, 
:c25 M GoTornmeut Bl., Victoria, B.C. 



CMlioot Railroafl aofl Transport Co. 



Yukon 



4 — •♦ — ♦ 

The Company are no>T prepared to make con- 
tracts for ilie IrnnBportatton of freight from 
DVKA to LAKE LINDEKMAN at a charge of 
Flfteon Ceils (l.'i) per pound. Contracts made 
hero will have precedence ovnr all contrac's 
made 111 Alaska, and tliOBO who intend to avail 
ihemselves of ihc'io faeiiltlca aud avoid delay 
upon reaching Dyea should contract at once. 

For further particulam apply to . . . 

DODWELL, CARLILL & CO., 
Agents ^r. 

Cl Qovernmcnt Street, 
tl5 Victoria, B. C. 




I" 



Will Bail aB follows. 
Leave Victoria Wednesday 7 a.m., for Fulford 
Harbor, Beaver Point. Ganges Harbor ani 
Feruwood, eallliig on the return trip 
Vesuvius Bay,. Maple Bay, BurgoyneBay 
Cowichan and Vlotorla. _ ., , 

I^eavo Victoria Saturday, 7 a.m., for Fulford 
Harbor, Beaver Point, Ganges Harbor, 
Feruwood and Nanaimo. 
Leave isanalmo Monday, 1 p.m., for Fernwood, 
Ganges Harbor, Beaver Point, Fulford 
Harbor aud Victoria. 

For freight and passage apply on board or at 
.Spratl's wharl. de29 



[SiluiMeyMWORMiiyco. 

Commencing Monday, November 1, 1S97, the 
BTEAMEK 

City of Nanaimo, 

W. D. Owen, 
Master, 

will Ball no follows, calling at way ports Ef 
irolghl and paBBeugors may oiler: 

Leave Victoria, Monday, 7 a.m. 

Nanaimo for Comox; Tuesday 7 a.m. 
" Comox for Nanaimo, Thursday, 8 a.m, 
■■ Nanaimo for Victoria, Friday, 7 B.m. 




I 8.8. AUSTRALIA, for 
.Honolulu only.ThurS" 
'day, Feb. 17th, at 2 p.m. 
8. 8. MARIl'OaA, sails 
via Honolulu a Auck- 
land for Sydney, Wed. 
"JS'mo-i'hf l_"e«dBy Feb. 23,Bt2 p.m. 
tgZ» ' \(§IIip3I«r Ooolgardie 
Au»tt«U«i and C»E0^j:^^;,|E-t8'& BROS, Co., 

Agents, San Francisco. 
B. F. BlTHltT A CO., AuontB. Victoria. B.C. set 




A I. A S K A. 

West Coast. BtearaNavlKaiiou Co. 




Wraiiffcl, .Iiineau, Skagway, Dyea, 

and Way Ports 

FEBRUARY 19 

^■'-f?e\^^.i =«rt«SSaTaSa?e' 

ultsY & CtAXTON, 

Tel. IBS A f,.nt., Victoria. B.O., 61 Yates St. 



rzMJI rABiJB JVi». Stf, 
GOING NOBTH-Kbad DowiT. 



Lt. Vlotorla for Nanaimo and 

Wellington ••••• 

Ar, Nanaimo 

Ar. Wellington 



Dally Sat'day 



A.M. 

9:00 
U:20 
12:45 



r.x. 

8:00 
G;lf, 
6:35 



Q0IN9 BOOTH-KltAD 0P. 



At. Victoria 

Lv. Nanaimo for Vlotorla. 
Lt. Wellington tor Victoria . 



Daily 


Sat'day 


A.M. 


F.K. 


12:07 


7:00 


8:46 


8:£8 


6:2S 


8:26 



For rates and Information apply at Oompany'B 

i°DOTJSMUIB, JOSEPH HDNTKB. 

President. GBnlSnpt, 
H. K. PBIOK, 
General Freight and Passenger Agent. 

0029 



fAOIFIO COAST BTJSAJaaBlP CO. 

FOR SAN FRANCISCO 

Tho Compony'B erogont Bt«amef8-r».iaH«a, 
Citi/ vf I'nebla ajtl Walla Walta, oaTTylng! 
H.li.iM. MallR, leave Victoria, .B.O., at 8 P.Jfc, 
Jan ■!<). Feb. ;i, 8 13, 18, 23, 23, March 6. 10, 16, 
•10, ib, :!0, April I, 9, 11. 19. 21, 29. ^ , „ „ . 

Leave Sun rrancii«o for Victoria, B.C., M 
.J .1 M Jan. 31, Feb. 5, 10, 15, 20, 25, March 2, 
7, 12, i7, 22, 27, April 1, fi, 11, 16, 21, 26. 

FOR ALASKA. 

The fiteampre Oueen, rtetorian, OUy of 
Tupeka. Ijottaae Cii]/ and Cureaeao leave 
Victoria II, a, r M, February 4, 7, 9, 16. 17, 24, 
27, 'J8, March 9, 11,12, 19, 24, '.6, 29, Aprils, 8, 10, 
17, 18, 2J, 25, '28, 20. .... ^ 

Tho company reserves the right to change 
without previous notice steamers sailing dates 
and hours of sailing. „ 

For further particulars procure Company's 
folder. 

B.P.BlTHBT4 00.,Agta., 61 Wharf St., 

Victoria, B. C, 
J. F. Tbowbbieok, P a. Bupt,, Ocean Djck, 

Seattle, Wasbt 

GOODALL, FJSBKINB & CO., Gen. Agta.a.F. 



mmi FALLS & iBTHERIi, 

lELSOHUDBTSHEPPmBEOMOONTIIIN RY'S. 

The Only Alt-Bail Soute, uiUhout ehanga 
of cart, between Spokane, Sot»lan4 
and JVelsoMi AUo bettoeen Ifetion an0 
Hotiland, 



DAILY EICKPT SUNDAY : 

Leave. Arrive, 
7:00 am Spokane .... 7 :00 p.m. 
10 :r J t.-n.. . . . Bossland — 8 :26 p.mf 
&.m Nelson 6:20 p.m. 

Close connections at Nelson with steamer for 
Kaslo and all Kootenay Lake Points. 

PaBBongerB for Kettle River and Boundary 
Crock connect at Marous with stased ally. 



Union Steamsliip Co, of B.C, Ld 

Head Office and Wharf, TasccBTtr, B.C. 



NORTHERN BETTLEMENTS-B8.Comoxsall 

from Company's wharf every Tuesday at 9 a.ra 
for Bowou iBland, Howe douud, Seehelt, Jervi 
lulot, Froeck, Texada iBlaiid, Lund, Hernando 
Island, Cortes Ishuid, Read Island, Valdex 
Island, Shoal Boy. Philllna Arm, Frederick Arm, 
Thurlow Island, Loughborough Inlet, Salmon 
River, Port Neville, and sails every Friday at 
11 a.m. for way ports and Shoal Bay, calling at 
Bute Inlet every six weeks. 

MoodyvlUe and North Vancouver Ferry. 

Freight Bteamers Capilano and Coquttlam 
capacity 800 tons d.w. 

Tugs and scows always available for towing 
and freighting business. Largo storage accom> 
modation on Company's wharf. 
„ . ,. „ ^ „ H. DABLINQ, Manager 

Telephone 94. P.O. Box 771. ]yl8 



For freight or staterooms apply on board, oi 
at the Company's ticket ofBce, Vlotorla Station 
Store street. nolS-tl 



IOC. PtK COPY- 



At the Bookstores I 
and This Office \ 



HANG WO im III 

Importer and Dealer lu 

CMnese anil J apanese Fancy Goofls 

NEW GOODS JUST ARRIVED. 



No.3innnnorantBt..Vlctoria.B.O. P.O.Box 889 



LiTHOGIiAPHY- 



The only pl.tce in BarTISII COLUMBIA 
•4* wliur'.: lir^t cl.iss worlcmen are employed 
^ i.1 LITHOGRAPHING is at 

THE COLONIST 
VICTORIA, B. C. 

I — -Wrile IT ask for Estimate 

FELWOItTHY— Balanco-ahoota prepared, 
• Bcooaati audited, iteuoral ageoclei. 
takon. omcei Board ol Trade BuUdlng. auao-U 



RIVER STEAM BOATS 

By Simpson Strtckland & Co., 
of Dartmouth, England, 

SHIPPED OUT IN SECTIONS 

For Information apply to do-8 

TURNER BEETON & GO. 




NOTIOJE. 

STEIN S MEIKLE 

Cbai'tared Accoiiiif ants 

and Auditors. 

Have opened an offlco at 
Bank of Montronl Chamljors. j-l 



WANT ADVERTI8HMKNN8 inserted In the 
Daily OOLCHUT lor one cent a word each 
ILSB ilon. 



C. P. NaviptioD Co. Ld. 

TIMK NO. .3:3. 

Takes elTcct February 10th. 1S3S, 

VANCOUVER ROUTE. 

Victoria lo Vancouver— Dally, except Monday, 
at 1 o'clock. 

Vancouver to Victoria— Dally, except Monday 
at i;i:15 o'clock, or on arrival of o.P.K. No.l 

train. 

NEW WESTMINSTER HOUTE. 

Leavk Vi;vroitr.\ for Ne\v Wcsliulustcr, Lad- 
nor s ijiudiuKaud Lulu Island- Sunday at 
2.1 ,ot'lock; VU'duosdays and Fridays at 7 
o'('lot!k. buuday'B steamer to New West- 
uUusler connects with O.P.B. train No.2 
goiiiK l-iist Monday. 

For Flumper Pass-Wednesdaya and Fridays at 

For Moresby and Pender Islands— Friday at 

o'clock. 

Li:.\\ K Nkw Westmiksteu for VictoriB-Mon> 
day at 13:15 o'elock; Thursday and Satur- 
day at 7 o clock, 

For I'luniror Pass— Thursday and Saturday ek 

7 o clock. 

For I'ouder and Moresby Islands-Thursday at 

7 o clock. 

NORTHERN ROUTE. 
BteamshlpB of this Company will leave for Fort 
Simpson and Intermediate ports, via Van. 
cpiiver, the 1st and liith of each month at 8 
o clock. And for Skidgalo on Urst of each 
month. 

BARCLAY SOUND ROUTE. 
Steamer Tees leaves Victoria for Alheml and 
Bound Ports tho lOth, 20th and SOth of each 
month. 

KLONDIKE ROUTE. 

this Time j^able at'any time wfthout "noSSoa* 
tlon. 

n A nu TTTTnn „JOHN lEVING Manager, 
vtctw" General Agent 



NOTICE. 

Govei-mnent istreet, betweea 
Coiu'tney and Jolinson Streets; is 
closetl to traffic, 

K. A, WIL5I0T, 

City Enslneert 
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VICTOEIA DAILY GOLONTST TCTESDAY FEBRUARY 15 1893 



TUESDAY, FEBIIUARV 15. :89S. 



Published KTcry Bay except Monday 

by 



mpao}, Llmlleii Liability, 



W. H. ELLIB, • • MAKiSSB. 

TEKMS: 
THE DAILV COLONIST, 
set year, postage Iree to any part ol Can- 

nda ....-•« 910 uo 

Parts ol ft year at the same rate. 

Jfer week, II deUvorod 20 

THE SEMI WEEKLY COLONIST. 
IhiblUlietl Evory Monday and Thursday. 

In adTanoe. 

VANCOUVER:: 
Branch Ofllce oIThb Coloniht, 627 HastlnRs 
itreet. A. Goodman, Attent. 



ADVERTISING RATES. 

RE9DLAR COMMKUCIAI, AnVKIiTISINO, aS dls- 

tlnsulBhed from ei-erylliinK o'H trnuiilout ohur- 
aotor— that Is 10 say. iiclvurlls iif; refcrrliiK to 
regTilar Mercniitllu niul M.iuulnctiirius Busi- 
ness, Government and Laiul Nollc08-pin)llHhed 
at the loUowlug rates, per liuo, solid nonpareil, 
the duration ol piibliciuiou to bo Bpeclilcd at 
the time of oraerliiK advertlBcinoats: 

More ttRi! one fortulglit and not more than 
oue moutli, CO cents. .... 

More than one week ana not more taanXone 
tortulKlil, -10 cents. 

Not moio ttmii one weott,. TO cents. 

No lulverliheuieiil nniler tlilH claHSlQcatlOn In- 
rortcil lor less I linn and accepted other 

thnu for every ilay insiTUon. 

Theatrlciil advorti^eniontH, 10 cents per line 
each iusertinn. 

Advortifements nnncrompstilea by npocIUc 
InstruetionKinherloil till ordered out. 

Advertisements disi'Dntlnned before explrn' 
tlou of f-peeliil period will be cluirged ab U cou 
tiuued for tnll term. , , ,. 

Liberal allowanee on yearly nud hall-yearly 
ODQtlAOtS. 

Wbikly Ar>\-i:im.''KMKNTs-Ton cents a line 
solid nonpareil, eneh Insertlou. No advertise- 
ment Inserted lor lass llian $2. 

Tbahsient Advbbtisiso— Per line solid non 
parell; First Insertion, 10 cents; each subse- 
quent cousccutlvo Insertion, 5 cents. Adver- 
tiBements not Inserted every day, 10 cents per 
Uneeaeh lusortlou. NoadvertUomont Inserted 
lor less thau?1.50 

Births, Marriages and Deaths, U OO; funeral 
lotlcea, 50 couts extra. 

Where outs are insert<Hl they must be all 
K STAL— not mounted on wood. 



THE DEBATE ON THE ADDRESS 

The firefc day'a debate on the address 
in reply to the speech from the throne 
was remarkable for nothing so much as 
the mildaesB of the opposition attack 

We have been bearing all sumaier long 
about the terrible wickedness of the 
irovernuient, and the Colo.vist baa fre- 
ijuentl)' expressed the opinion that when 
the house met it would be seen to be the 
case of the mountain in labor once again. 
The result of it all has been a very small 
uiouso indeed, so small indeed that it 
almost escaped obBervation. There was 
not in all that the leader of the opposi- 
tion had to say a single word to show 
that he ia ia the smallest degree in aym- 
pathy with the grosB and wanton at- 
tacks that have been made apon the 
ministry by a certain section of the 
press. What little he had to say was 
promptly and satisfactorily met by the 
premier. Mr. Williams had little to add 
to hig leader's observationa, and it may 
be said witli all fainiesa that the debate, 
as far aa it has s:one, iiaa developed 
nothing new and nothing old which 
need in any way disturb the eerenity of 
the ministry and its friends. 

The moverand eeconderof tlie address 
■were hap])y in their remarks, and made 
a very Rood impreaaion. Tlie premier 
spoke with much more than his usual 
force. He took up the several points 
made by Mr. Bomlin, and explained 
tbom in a highly satisfactory manner. 
He was vpry emphatic in his references 
to the attacks made upon himself and 
Hon. Mr. Fooley. Hon. G. B. Martin 
was speaking when the lioiiae adjourned, 
and had made eouie uood points. The 
tone of the debate, so far aa it has yone, 
shows the Rovernment to be full of 
V igor and confidence, and its opponents 
to be in the same rut they were in a 
year ago. 

TITE PRESS AND THE 

LEG IS L AT U RE. 

It ia wxll that the membsra of the 
lef^islatiire .'^iunild iimlerHtmid that un- 
less i.)elter provision 13 made for report- 
ing the proceedings of the house it will 
be quite useless for them to expect any- 
thing more than a scrappy sort of narra- 
tive of the proceedings. Synoptic re- 
ports of Bpeeches will be impossible, and 
even anything like a connected account 
of what taken pUcu will be out of the 
(juestion. Thi.s appeared likely to ho the 
c.iae from the experience ou oi)enini; 
day ; hut soaie of those spoken to ou the 
subject thought that possibly when the 
room was lees crowded things would be 
more satisfactory. Yesterday afternoon 
proved this ho|)u to l)o groundless, and 
it ia now eataliliahed that a reporter can- 
not follow what the motnbera say from a 
seat in the nailery. The reporters' notes 
show whole speeches left out because in- 
nndible, and even in those that were 
aiulihle blanks left where the speaker by 
lowering hia voice or changing the direc- 
tion in which ho apoke rendered it im- 
pnsgiblo for the reporter to catch what 
he said. 

We need not tell membera that this 
puts some of them at an extreme dis- 
advantage. All men are not blessed 
with a capacity to speak ore rotunda. 
and perluipa the present legislature is 
nDteworthy becauRo so many of thoee 
who constitute it have not accustomed 
themselves to .sjjoiikirig so aa to hi hoard 
in as largo a room as the legislative hall. 
Those to whom this observation applies 
are at a moat unfair disadvantage. It if> 
imposbible for a reporter to catch what 
they say, and absurd to make it neces- 
aaiy for him to go aaa hunt up the 



member and ask him what he said. 

In illustration, it may be mentioned 
that the remarks of Mr, Williams as to 
why the house should not take up the 
address could not bo heard by the re- 
porters. Mr. Semlin could he heard 
fairly well ; Hon. Mr. Turner very well ; 
Major Mutter only with great difliculty, 
and so on. It is absolutely impossible, 
under such circumstancea, to do justice 
to all the members, and the newspapers 
will have to give up trying to, for other- 
wise their reports will be manifestly un- 
fair to the house and to their readers. 

The government was ready to remedy 
the matter by providing seats for re- 
porters on the floor of the house. To 
this Mr. Speaker very strenuously ob- 
jected, and aa technically he has control 
of the room, subject, of course, to the 
direction of the house, nothing could I e 
done. To him it can make very little 
difl'erence. What he has to say ho can 
put in writing and hand to the repro- 
aentativea of the press. The member 
who ia not gifted with the faculty of 
speaking with a full tone is not so hap- 
pily situated. 

There ia no reason why roporlera 
sliould not bo given seats on the floor of 
the house. We recall now two prece- 
dents. One ia the case of the Canadian 
senate, which provides seats for roporl- 
era within the rail ; the other is the caae 
of the New Brunswick legislature, which 
gave the reporters seats on the floor 
when it was found that their gallery was 
practically useless for their purposes. 
But if there were no precedent, the liig- 
nity of the legislature of BriliHli Colum- 
bia is not Eo frail that it would bo 
demolished l)y the presence of a few 
newspaper men. An ex-reporter occu- 
pies the Speaker's chair, and at leabt 
one ex-reporter sits in a member's seat. 

If the reporters must sit in the gallery 
then we say that they sliould be pro- 
vided with better accommodation. Will 
it be credited that in all tliat apncioua 
room the only place they can call theirs 
ia between two of the pillars, where there 
are three eeats, in front of which a ten- 
inch board has been propped up, at so 
low an elevation that an ordinary sized 
man must bend himself nearly double in 
order to write upon it? There is no 
privacy, no place to put books, no place 
to keep MS., no convenience of any kind 
whatever. The top rail of a pasture 
fence would be perfection itself com- 
])ared with what has been provided. 

If the legislature has so small an ap- 
jireciation of the services of the press, 
tlie only tiling tliat remains for the 
papera to do ia to treat that body accord- 
ingly. The lack uf accommodation for 
those who go to the house to report the 
procediugs may be properly construed 
into an intimation that reports are net 
wanted, and if the newspapers act upon 
this idea, the members will have only 
themseivea to blame. The members cf 
the house have tlie matter in tlieir own 
hands, and if they do not see tliat a 
remedy ia provided they will have them- 
selves to blame for the consequences. 

If any member of the house wants to 
know what the reporters ought to 
hive, we will till them. They oua;ht to 
liave comfortable desks and chairs in 
auch a position that they can hear and 
aee what is going on. They have to 
work long hours and should have a place 
fit to work in. Besides this tbey ought 
to have a room set apart for them some- 
where in the building. This is not 
needed particularly by the Victoria 
papers, but it is by reporters from other 
places. This room ought to be provided 
with a table with, locked dr.^ivera, so that 
each rei)orter could have one for him- 
self ; and all the sessional papers should 
be tiled in it aa soon as they are laid on 
the tables of tlie house. Here the re- 
porters of out-of-town papers could re- 
])air to write u]) their mutter. We have 
dealt with this subject at eomo longlli, 
becauae it ia really serious, for when wo 
say that it will be necosaary for tl.o 
papera to decline to report the proceed 
iiga ol the house, except in the 
moat desultory way, if batter accom 
modation ig not provided, we only say 
what anyone who looks into the matter 
will say is right. 



OUll TOO CLEVER CO.)rPETITOKS. 

It has been sent out from Washin.L'tou 
that the reason why the United States 
government might not bo willing to grant 
transshipping facilities at Wraugel is 
that it wishes to secure the right of 
carrying goods on steamers of United 
States registry, which it npi>eara to think 
can be done to routes terminating at 
Dyea or Skagwiiy, but not to a route 
terminating on the Stikine. We have 
almost grown weary of trying to pound 
the facta of the case into the heads of 
Uastern people; but mast keep at it un- 
profitable as the labor seema to be. 

We are told that the agitation egainst 
Wrangel ia in the interest of United 
States transportation comjianiee. It 
luuat therefore be iiredicated upon tho 
sujjpoaition that United .States trane- 
portation companies, huve some rights 
at the head of Lynn Canal which they 
have not at Wrangel. Aa a matter of 
fact their position is just the same at 
both places. If anything, their poai- 
tion at Wrangel is tho stronger, for no 
one has as yet claimed that Wrangel is 
not properly in possession of tho United 
States, while, as everyone knows, there 
is grave doubt as to the right of that 
country to occupy Dyea and Skagway. 
Moreover, under the Washington treaty 
and according to the law of nationa, 
there ia no reason why Bteaniers flyir:;: 
the li-ig of the United States may 



not navigate the Stikine rivei 
far as Glenora, that is the ter- 
minus of the railway to Teslin 
lake. It is true that they cannot carry 
Canadian goods up the Stikine; but 
they could have done this in previous 
years, and it was only because the trans- 
portation people overreached themselves 
and brought pressure upon their own 
government, to compel them to put the 
navigation laws in force against Cana- 
dian steamers on the nortliwost coast, 
that the Canadian government adopted 
precisely a similar regulation as to 
United States vessels carrying Canadian 
goods. It was a case wherein the biter 
got very badly bitten. As the law now 
stands, if an American bottom carries 
Canadian goods North, duty must be 
paid upon them when they reach the 
Yukon frontier, and it will not make a 
particle of difference whether they are 
sent in over the Pasees or by way of the 
Stikine. 

In Ills despatch to Senator Mason, 
printed in Sunday's Coi.o.nt.st, Mr. Percy 
D. Whitehead, of Chicago, said that the 
commerce of Puget Sound would he 
ruined if the United States Treasury 
peraiated in its preaent policy. This is 
very clear. The people everywhere are 
becoming informed aa to the diaadvan- 
tage of buying outfits in the United 
Stiitea. Soon all who go North will buy 
their oullita in Canada so aa to save 
duties, if for no other reason. Until a 
few days ago it did not make any dilier- 
ence how these outfits went North. If 
they were carried in an American bottom 
to tho head of Lynn Canal they were 
allowed to pass into the Yukon without 
paying duty, as a mutter of course, lie- 
cause they were the jjroduco of Can- 
ada. The very-much-too-clever people 
who are fighting Victoria were not 
content with this. They found 
that some Victoria shipping concerns 
were bidding eucceaafully for a part of 
the northern traflie. There was more 
than all engaged in the business could 
do, but this made uodifferencp. Nothina 
but a dop-in-tbo-manger policy would 
suit these people, and so they called 
upon the treasury oflicials to enforce a 
law that has been allowed to remain in 
abeyance in the hope thereby to pre- 
vent our transportation linea from getting 
aehareof tlie Ijusinesa. They eiicceoded. 
It was formally published thtit goodH 
sent from one American port to another 
on a British bottom would be subject to 
confiscation. It is true that this did not 
touch the case of goods sent to Dyea or 
any otlier Alaska port in transit 
to the Yukon, but it served tho 
purpoae of Seattle and gave ground 
for some anti-Victoria talk. When 
this came to the ears cf the Ot- 
tawa ministry a coasting regulation was 
forthwith issued providing that Cana- 
dian goods carried North in Uniteil 



f.B bond through the Maritime Provinces in 
exchange for bonding facilities at Wran- 
gel is not a very serioua affair. VVe can 
see no reason why the two countries 
should not give each other the privilege 
of cutting across cornera. 

It is to bo hoped tliat tho moat rieid 
inspection of every steamer sailing North 
will be made. So far as British Oolum- 
bia ia concerned, we feel sure that every 
vessel sailing from this province will be 
seaworthy, What we protest against ia 
the fitting up of old, worn-out craft as 
passenger boats. 

The public have learned with great 
regret of the Intention of Mr. W. A, Car- 

lylo to resign his post of provincial min- 
eralogist, lie has been a very valuable 
ofEctr and it will not be easy to replace 
him. 




BY WAY OF VAKIETY. 

Frayed I'agin— So <le woman cried out 
" Welcome," an' ye waltzed right in? 

Chewed Chauiicoy (groaning)— I did— an' 
oh. Lord I— Welcome wiizn't a t'ing but de 
name uv her Eiigli.sli bulldog.— J uiige. 

" You can't," siiiii the iiliilosoiiliical 
linanler, " estimate the vtUtie ol' a dug by 
itfi bark." 

" No," replicil the .«tnr lioanlcr, "niid you 
can't e.siiinntc^ tlie strciif,'tli (if lite Imtlcr by 
the color iif its hair.''— < levehind Lender. 

Mninnia— Well, KIsie, wliiU di<l vou learn 
nt sch(ii>l to-day'.' 

i;i>ie luKeil .si-x]- Learned to spell. 

Mnninui — Now whut did you learn to 

S,H.1|-.' 

I'.isie-Mnii. 

MniMina-.\nil how do yoii sjiell man',' 

Llsie |proniptly| — M 11-11. imui. 

.Maiiiiiiu — NoU' how do \ oil .spell hoy ? 

Kl.sie (alter a moment's rellectioii) -The 
.same way, only in littler letters. — Towm 
iind (Jouiitry Journal. 

Tornado Tom— So Ike's gone to vi,sit liis 
father, has he 7 That mu.st have been his 
uncle then that we lynched year afore last 
fur horse-stealing. 

Slierill of Tombstone— Oh, 110; that was 
lii.s lather. That's tlie feller he's gone ter 
vi.sit.- Judge. 

" The modern driunn," snid the CnrnfiMl 
I'hilo.siiplier. " is like a mustard nlnsler. 
Tlic hotter it is the belter it draws'."— Ii: 
diauapolis Journal. 

" It lid be a good liiitr," said I'licle Kheii, 
" ef men got punished fob slingin' mud 
in piditics ex (juick as dah small boya 
(lois full frowiii snowballs.— Washington 
.Star. 

"It's a lieaiitifiil niial piny, with real 
chickens, a real cow, a real lior..-e, real — " 

•• 'I'liat's eiion^di. I see it is acted, then, 
by a real liye stuck eoiiip;iiiy." — I'hiladel- 
phia Bulletin. 

KiiKcm.' Field once told Mrs. Hiiinphiey 
\V;i;-d that he slept in the hollow of a 
tree in Missouri, and lived 011 wild lish 
ami fruits when I'.ariium took charge of 
him and educuted him. Mrs. Ward after- 
ward told some friends that Field was a 
\\ pical Aiuericuii. 



THROUGH TICKETS 
To and From all European Fotnta. 



FROM ST. JOHN, N.B. 

Eenvor Lino Luke Ontario Mar. 2 

" L ike Iluiou Mar. 1) 

FROM i'()RrL\NU, ME, 

Dominion Lino Luhrndor Mar. 13 

Vancouver, Mar. I'J 

AlUn Line Namidinu Mor. 2 

CailhRglulan Mar. 5 

FKOll NEW YORK. 

Onuard Lino I'mbrin .Mar. 

" Luoaiiltt Mnr. 

American Line I'arls Mar. 

St. ?aul Mnr. 

Red Star Lino Noordlaud Mnr. 

" Frieslaud Mar, 

White Btor Lino. . . . .Qermanio. Mar. '2 

'I Teutonic ■'"'ar. y 

Auohor Line Ethiopia Mar. a 

Worth tlet. Lloyd .. . .Havel Mar. b 

... .Kaiser VVllhelm Dcr 

Uroose Mar. l.'i 

For LOWEST RATES, berths, tickets, saUluj 
lists and all Infcimatlor apply to 

GEO. L. 'DURrNlCV- 

General a.S. Ayeiit. 
Cor. Fort and Oovorument Street, Victoria, B.C. 



THE ALh CANADIAN ROUTE. 



I hear the tread of pioneers, 
01 nations yet lobe, 
'1 he iirst low heat of waves, where soon 
Hhall roll a litimaii sea. 

WiiiTTi 

To THi; Kiiiroii; — No amount of spe- 
cinl ploadim; can diaiiuiso tho fact that, 
until a read is bnill from some port on 
the northwest c mst of British Columbia 
throng 1 to Tealin lake via Ulonora on 
States bottoms would be dutiable on tl e tha Stikine, wo cannot honestly lay 
Yukon frontier. It follows from this claim to an all Canadian route to the 

Yukon. Tho Dalton trail, Dyea and 



state of facta that every man buying 
Canadian goods will send them North in 
Canadian bottoms, which will be an ex- 
ceedingly severe blow to the transporta- 
tion lines running out of Puget Sound. 

Nor will the caae of the United States 
companies be helped by tho construction 
of a railway from Lynn Canal. In jioint 
of fact it would be made worse, for tho 
company operating the railway would 
be bound to hold freight at the frontier 
until all duties were paid on 
all foreign goods or Canadian 
goods carried in other than 
British Ijottoms. While the confusion 
of transportation over the Passes pre- 
vails, it its possible to convince ignorant 
people that no duties will be collected, 
but when transportation is moving along 
with regularity there will be no more 
chance to deceive people alioutthe actual 
facts than there is now in ret;ard to the 
importation of good3 into Kootenay or 
San Francisco. 

The truth ij tliat our United States 
friends are playing a losing game, an 
they are bo:.r;n!!ing to realizR it. 



Mr, Cotto.v has two notices 011 tr e 
motion iiaper. One is liiat the double 
tax Uion iuvolveti in the present aysti m 
of taxing mortgages is an injustice. Tlie 
other is tliat men working in mines 
ought not to be required to take out a 
miner's license. We commend to Mr. 
Cotton'd peruaal jiage L'r)2, vol. 1 of Par- 
liamentary Government in lOngland, by 
Alpheus Todd. Here alistract ruaolntions 
are strongly condemned, and it ia stated 
that "the most eminent statesmen have 
united in condemning them." 



Ifos. Mu. TuK.si:i! apoke well and vig- 
orously in defence of himself and Hon. 
Mr. Pooley in accepting a directorate on 
a Landon Klondike company ; but wo 
did not obaerve that the roof of tho lo- 
islative hall fell upon him or that Mr. 
Sjieaker hurled May at him. Indeed, 
his remarks aeemed perfectly in keopiim 
with the proceedings of tho logiahiLvre. 
Wo aupposo aomoono will cry out for tho 
jiolico magistrate or some etiualiy im- 
possible ofBcial to imprison the honor- 
able gentleman for contempt. 

Tin; objection of Mr. V/illianiH that 
tho address ought not to bo proceeded 
with until all iiuostiona bad been an- 
swered, was a strange, one. The prac- 
tice in some leglalatures, and we think it 
ia the correct practice, is not to allow 
any business to he transacted until the 
address has been passed. There ia per- 
haps no lixed law of parliament on this 
point, but the practice is as wo have 
stated. 



Tin: request of the United States gov- 
e;ament to be allowed to send fiah in 



.■^kagwav pasBOP, tlio so-calleil all Cana 
(I'm route via \V'-!<ntile and the Stikine 
river, and the Yukon route via St. 
Michael's, all have their "exits and 
their entrances" through that irritating 
Bi.rip of American territory, and all are 
without exception summer routes. Wn 
are simply living in a " fool's paradiee " 
if we expect our full share of the Yukon 
t ade and travel, so h n; aa we are wi h- 
oi.ta bona tide idl Cana lian route, open 
the whole year round, Irotn lln3 coast of 
Bri I iah Colum hia to the '^'ukou country. 

liatnii'v for liritisb Columbia wo have 
by the Kitimaat valley, at the head of 
Douy as channel, and from thence via 
lla/." ton and Telegraph Creek on the 
.Stikine- to Tesliu lake, an idetil railroad 
route tluough Canadian territory all the 
WHV, w.th wonderfully level grades, 
a light snow fall, and through a mineral 
country, cll'ering at the tame time splen- 
did opporlunities for settlement, com- 
ptteur, surveyors who have examined 
tho Kitimaat valley atate that 30,(lO(i 
acres would be a fair estimate of tiie 
rich land awaiting settlement in tliat 
valley alone, and along the Skeena river 
and its tributaries, the Ilagwilget, Kit- 
wangar and Kitsegc.kla valleys are large 
areas of good land where oiits, barley 
and all root crops yield enormoiisdy. The 
Ominoca country, with ita t.'re;i.t post-i 
bilitioa in free gold i|iiarlz and hydraulic 
and placer niiiiea, wouKi also bo opened 
by tliia lino, and surely, i yen were it not 
the best, chcapoHt, and in fact tho only 
practicable all-C.inadian route to the 
Yukon, it would lie a niiatakeu i)olicy,in 
view of the crowtls coming to our shores, 
to 1 ogled to open this imnienEe district 
with ita fine climate and vaat resources. 
With the island railroad extended to 
Hardy Bay, we wouUl then have only a 
short twelve hours' run by steamer to 
the head of Kitimaat inlet, thus bring- 
ing the Yukon country to within four 
days' travel from Victoria. No other 
line could compete with us In timo-sav- 
iuK and connections. The ocean voyage 
from the liead of Lvi n canal, through 
tempestuous sens, logs and intricate 
channels, can rarely ho made in ti nt 
time, and a travollor to Victoria from 
the Yukon by thiu true al 1 C mad a n 
route Vr'ould boat one coiiiini; on; bv r,-.. 
to any jioint in Alaska h\- ;u h i. si 
twenty-four lioura. The dreaileo Wrun- 
u'ol narrows can only bo made by steam- 
era iu day light and with the tide, 
and only then in clear weatlier, 
and foga are so prevalent aloni; 
the Alaskan coaat from Port Simp- 
s:on north, that no railroad with ita 
terminus at the head of Lynn canal 
can poRsibly compete with one running 
from Kitimaat iulet and having only a 
short sea run of twelve houra by steamer 
between that point and Victoria. 

Let us hope that aatate controlled and 
liberal railroad policy will be jnirsued 
by tho Dominion and Provincial liov- 
ernnienlp. Tho uorthweat coast of Brit- 
IhIi Columbia from liivois inlet to the 
-Vans is already proved to be rich in full, 
timber and cual, and si railroad giving 
trans|)ortation facilities and ojioning up 
the (luartz, hydraulic and places mines, 
and the large and fertile areas of good 
land kncwu to exist in tho interior, 
would surely lift this hitherto neglected 
section of Brltiah Columbia to its right- 
ful place, as one of the richest portions 
of our glcr!ouB Province. 

BniTisii Columbian. 



CHANGE IN TIME CARD 




EASTitousJi jixricEss Will leave r«ii- 
coitcvr at 1 p,in. Daily. 



TIIROOGU TOURIST CARS TO 



Itoslon 

I'orttand, Sle. 
Toronto, • 
«(. Jfaul 



■hinstln;/ 
bun<><tu 
IJally 



WITHOUT CHANQE. 



For lull i>articiilnrs apply to 

GEO. L. COURTNEY, 
General F. it V. Agent. 
Oor. Fort end Govorament Bts., Victoria. 

E. J; COYLR, 

Dis. Pass. Aeent, 



.1 



Commission Merchants, 
ShlppIuK and Insur- 
ance Atjocts 



JAPANESE 
IflCE, SILK 

AND GENERAL 

ME RCIIANDLSE 



North China Iiisuniuce Co., 

Ltd. (Marine.) 
Cautou lusurauce Ollice, 

Ltd. (llariue.) 
lusurance Company of North 

America (Fae.) 



FOR ALASKA. 



Cari;o Ship, 
"lIlCilAKD III." 

.Steaiuor 
"THIISTILiEl" 



WRANGEL, 
JUNEAU, 
SKAGWAY 
and DYEA. 

FEBRUARY, 2IST, 



I8O.S, at C p ni., enlllng nt Nannlinn, 
Vancouver, and Norllierii British 
Columh a I'orla. The Compnuy re- 
Beives the rlRht to eliauRo Inis Time 
Table at any time without uotlllca- 
tion. 



For Freight and Pasia.'fs Apply to 

F. C. DAVIDGE S CO., LTD. 

AOENXS 

Board of Trade Building:, 

VICTORIA, B.U. 



iners' Outfits Insured 



To all points at Lowest Rates 
. . . Apply to . . . 



& CO., Limited 



General Agenis 




TEIHPLE BUItDING 
FORT STREET 



London and rroviiicial Marine Insur- 
ance Company .... 
Loudon Assurance CorporatioB . . . 
La Fonciere Marine . , . . . 
Western Assurance Company . . . > 



THOMAS EARLE 



Wholesale Grocer 
and Importer,... 



92. 94 and 97 Wharf St., Victoria, B.C. 



mm OUTFITS 



Goods Suitably Packed for Transportation by 
Sleighs or Otherwise. Requisite Custom 
House Papers Prepared Free of Charge. 



E. G. PRIOR & CO., Ltd Lty 



ESTABLISHED 1859 



Miners Bound for Klondyke 

Call and Inspect our Heavy Stock of 



Bob Sleighs * 
Wagons 

Axes 
Kaws 

Granite Ware | 





Stoves 
Rope 

Quicksilver 
Retorta 
Etc. 



A\iner3' Hand SleitrllS TIio .Imicnn I'ntteni. TIic only Sleigh recommended i| 

_5 by experienced Kloudyke and Cnssiar Minors ... rll 



Our C;oo(ls are ol tlio 
best materlsl and our 
prices ate right J SaVO 30 POP Cent duty 



Buy in Victoria and 



1 



Coi'. Governnieut and Johnson Sfs. VICTOIIIA, B.C. S 

c^l^SitiTpigir^'m^.irJKr^tiiFiiijfisiFjgg^.t^:^;^ 

COLUMBIA FLOURING MILLS CO. 

Enderbv and Vern.on. 
Brands 



R. P. RITB[ET & CO., Victoria 
Agents. 




BecaiiKo their excellence starts 
Ironi tho beRlnulng— tli j paper 
is the tnuKhest and fctrooireBt 

ol Mniillla BecnuFC t.icro 

IS no .sl;nnplii(,' in inutnial— 
our InpTK nre KLneron.s in size, 
liecnufe tiieir good lliiish and 
appearance aru apparent... 
It cohts no more to ROl til is malio 



Paper Bags 

.Arc Superior 



The E.B. EDDY Co., Ltd. 
JAMES MITCHELL, Agent, 

Victoria and Vancouv er^ ^ ^ 




Tho Phyelcian's Curo 
for Gout, Ehoumatio 
Gout andGravoI; the 
safest e.nd most froiuio 

. „ — ^..^.<-..-.>.^...-.^f-..i..><..>x<.^,>,,--...-»>>-,..^ j Medlciao for Infanta 

The Universal Bemedy for Acidity of the Stomach .» Children, Delicate Fo'- 
Headaobe, Heartbarn, Indigestion, SourEructatlon.n' males, and tho Siclc- 
Bilious Affections. ' ' nesa of Pregnancy. 




— Sold Througliout tho WopIclTT 
N.B.-ASK FOR DINNEFORD'S MAGNRmaT 



VICTORIA DAILY COLOmST TOESiDAY lEBRTJAEY 15 18? 8 
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See Our Prices on —-....^ 



Clothing Outfits 



We can Interest You 

B. WILLIAMS & GO., 



Clothiers, Hatters and Outfitters. 



97 and 99 Johnson St. 



A Second Vessel Again Beqnired to 
Take the Snrplus of Fassengfers 
and Freigrht. 



lucomingr Steamers Crowded With 
Men Bound North— Storm-Beateu 
Coal Carriers. 



AUCTION SALES. 



-Candy, i;ie. \V. T. HardnkT. 
-Coniractor s Plaut. W. T. Hurilaker. 



IMPORTANT TO 

MINERS, PROSPECTORS, &c. 

AfliT many years of I'xpt'rioiine 
in a milling; country, we arr pri'- 
jiarcil to furnish tliosi' troinf; into 
mining lii.stricl.s witii a ciini|ilelc 
iiii'iliciil oullil of everything; neeil- 
lul that can be Ibuml in a lirst- 
class drue store. Our im Jicine 
cases are the neatest, cheapest and 
most complete of any in the niur- 
l;et, anil contain only tlioso ilniL's 
anil siiiuliies that are moiit suit- 
able iinil necessary . . 

A Miner's Medical Guide 

with each outfit 

DEAN & HISCOCKS, 

if if. ^ find 

DRUGGISTS 

Cor. Vatcs and Droad .Sis., Victoria, B.C. 



STOLE A SCHOONER. 

ilor Brown Under Arrest lor Rnnninp; 
Away With the " Sam." 

A pirate who Bteala a vessel and Bails 
away from port in her is a decided 
novelty in British Columbia, but tliero 
ia a man now under arrest by the pro- 
vincial i)olico (;hari>;ed with etealiiifcr a 
schooner from Vancouver harbor. His 
name ia Tom Brown, but to dlatinyuish 
him from tho schoolboy's hero, ho iioes 
by tlio name of " .Sailor Browu," and is 
well ami favoral)Iy known q;i the water- 
front. .Sailor Brown, only six weeliB 
ago, tinished up a term in the pro- 
vincial jail for stealing. On February 3 
the Bchooner Sam, five tone burthen 
and owned by a man named Morrison, 



Aa the Islander haa been delayed in 
returning from the North ehe will not 
aail OQ a aecoad trip to-day aa scheduled, 
and it ia therefore a little uncertain aa 
to exactly when she will get away. Her 
load, however, has been made np, while 
the extra amount of freight that haa ac- 
uummulated and number of paasengers 
who have been ticl;eted will fill up a 
second steamer, which the C.P.N. Com- 
l)any have found necessary to aend 
North. This vessel will probably be the 
Princess Louise, and there ia awaitinfi 
her at least 200 tons of an overpiua that 
tiie Islander will not be able to find 
room for, the latter'a space being limited 
to -100 tons. The freight is moatly pro 
viaiona and minerB' oatfitisand containa 
nothing out of the ordinary line carried 
nortli by every northern pacljet. The 
paseen^ors booked for tliu Islander are 
also on hand, nearly all beiiij; in tlie 
city. They cotno from all parts of Can 



Ho! For Klondykel 



OGILVIE'S Mmm FLOOR 



§ rUT VV XN 8 OZ. BUCK It AOS =; 

? Expressly for Klondyko Business, is tho BEST AND CHEAPEST BRAND 3; 

IN THE MARKET It is made from MANITOBA HAKD WHEAT, 

> and will produce at least Twenty-live to Forty Pounds more bread to the barrel Z 

than soft wheat brands Save weight and freight and take 

g OGILVIE'S 



Uiscu.ssed in the Case of Chinese 
Child Now ilaiutaiued iu the 
Kefuge Home. 



Sxvo\vs\v . 



Soniethint; speoinl in Pope Portieres, 
newest and prettiest drapery effects. 
Weiler Brca. x 

The Badminton, Vancouver, manage- 
ment H. R. Stratton. Strictly first- 
clasB. Bates, $2 upwards-. x 

Wall paper in all the newest styles, 
and artistic coverings at Weiler Bros., 51 
Fort street. x 

Hotel Victoria, Victoria, strictly 
first-clasB. Rates $2 uowarda, * 

£.^?~Ovcrcoat3 and Machintoahes in 
men's and boys' to I)e cleared at f,'reatly 
r educ ed prices. Call and aeu them at 
/|Eff~Sam Reid'd, 122 (Government St, * 

Goat skiu coats for IClou- 
dyke. B. William s & Co. 

Weiler Bros, are aj^ents for Liberty 
Art Fabrica and other interesting pooda. 
Write for aamplea, etc., to Weiler Bros., 
51 Fort street. Victoria. x 



nKsi'iTi: the rain of yesterday, hun- 
dreds of ladiea called at the Blue Ribbon 
Tea exhibit, at o7 Vatea street. Tea was 
served in. dainty China cups, and was 
voted moat delicious. All are invited 
again to-day. x 

The Klondike Oflicial (Guide, Canada's 
Great cGold Fields. The Yukon District, 
prepared by Wm. Ogilvie, with numerous 
maps, illustrations and regulations gov- 
erninp placer mining. Price 50 cents. 
T. N. Hibben LtCo. .x 



disappeared from Vancouver. A de 

acription of the vessel waa aent to tho ada'and'tl/e United SUUm and ^ 
provincial police, and a look put kept I Xanaimo party of 28 and a Vancouver 
tor her. On Sunday Provincial Con- «f uu 

stable I'lgo saw the looked for Sam come ) 
sailing into Sidney, with Sailor Brown 
aclim: tho jiart of captain and crew. 
Constable Efio immediately boarded the 
vessel, captured the bold pirate and 
brousiht him to Victoria, where he will 
stay until an officer from Vancouver 
coi'^es over this ovenin{» to take lirown 
back to the Terminal City for trial. 



To Cure a Cold in One Day. 
Take Laxative Bromo Quinine Tablets. 
All ilru(^t;i6t8 refuatl the money if it fails 
to cure. 25 cents. x 



We are in rec»int of O^ilvie'a Olhcial 
Guide to the Klondike, published by 
authority of the Department of the 
Interior. Price 50 cents. T, N. Hib- 
ben it Uo. x 



TiiK regular moutuiy meeting of tho 
Lical Council of Women waa held in 
the city hall yesterday afternoon. On 
account unfavorable weather the atten- 
dance was poor, and with the exception 
of the discaasion of a number of reports 
no business of importance waa trans- 
acted. 

Thi; funeral of the late Jamea ?ilurray 
took place yesterday mornini; from 
St. Joseph's Hospital and later from the 
Kiman Catholic cathedrai, where eer- 
vicee were conducted by Rev. Father 
Nicolaye. The nall-bearers were Messrs. 
S. Tolmil, J. Baker, Jr., J. Leij^h, W. J. 
Davey, C. C. Munsie and F. Payne. 

F. A. Garreciit, of Walla Walla, 
Washington, grand president of tlie 
Young Jlen'a Institute, Northwest juris- 
diction, will oliicially visit Segbera and 
Lootene councils of the Y.M.I, in thia 
city on March 2. Grand President Gar- 
recbt ia an eloquent speaker and one of 
the leading members of the bar of Walla 
Walla. 

Mb. G. F. Watso.v, of thia city, whose 
poultry was exhibited at the annual ex- 
hibition of the Vancouver Poultry, Dog 
and Pet Stock Aaaociation, held in Van- 
couver last week, was the winner of a 
special prize for the best four birds 
piiown, a first on a breeding pen and a 
first on a cockerel, ilia exhibit con- 
sisted of four Placlt Minorcae. 

At a meeting of the shareholders of 
the Consolidated Alberni Co., held 
ycfltenlay, the action oi the directors in 
arrangiri: tliii sale of the mining prop- 
erty of tlie comi)any to the British Col- 
umbia it New Finds Gold Fields Corpor- 
ation, Ltd., was confirmed. Four-liftlia 
oi the stock was represented at tlie 
meeting. The purchase ]>ricB, as stated 
when the deal waa made, is $15'l,000, the 
laet payment to be made before April 23. 



INSURE YOU R OUTFIT 
Mai'ine Insurance 

Effcelfd frri!'. \ic'ori;i li< :ill Nctlicrn faints. 

^HEISTEliMAN & CO. 

75 Government St. 



Sergt.-Majoh Elliot, who haa been 
challeneed to a aword conteat by one 
" Osmond, " of Roasland, stated last 
evening that he would entertain the 
challenge as soon aa he again met Ivnn 
le Malchin, which he expected would be 
Bometime during tlie jireeent week. 

M.wou Kioni-KK.M gives an ofRcial li 
ner tnia evening, the following gentle- 
men being inviUi. : Aid. Wilson, Aid. 
McCandless, Aid. Kinsman, Aid. flail, 
ild. Humher, Aid. Phillips, Aid. Mac- 
gregor, Aid. Williams, Mr. C. Kent, Mr 
VV. J. Dowler, Mr. J. A. Raymnr, Mr. 
W. W. Northcott, Mr. K. A. Wilmot, 
Mr. H. Goward, and Chief Sheppard. 

Exclusive of thoae in uniform, there 
waa an attendance of 1,040 at the band 
concert in the drill ball on Saturday 
night, the nnmber being by nearly 100 
the largeat on record. There were two 
apecial numbers on the programme, one 
being that of Captain Beacher, the man 
lish, and the other a violin solo by Mr. 
Freitnuth. This was rendered in a 
moat charming and linished manner and 
encores insisted upon. The drill hall, 
'lowever, ia too large for a violin solo to 
be heard there to the greatest advantage, 

L.V.ST evening's undenominational 
evangelistic meeting opened with a stir- 
rinc service of song conducted by Prof, 
Birch. Prof, and Mrs. Birch sang a 
duet and Rev. P. C. L. Harris a solo. 
.Vftor the opening prayer by Rev. Ralph 
Trotter, the i(8tli psalm was read by 
Rev. J. F. Betts. Dr. Munhall an- 
nounced services for to-day at 3 p.m. 
and at 8 p.m. Dr.JMunhall delivered a 
clear and forcible discourse based on 
Habakkuk, chap. 3, ver, 2 : " Lord 
revive Thy work." 

Coysii)i:n.\HL:o busineps was transacted 
at tlie meeting of the Trades and Labor 
Council last night, but owing to the 
absence of some of the delegates the 
election of oUicera waa laid over until 
the next meeting. A communication 
was received from Roaalanil notifyinc 
the Victoria Tradea and Labor Council 
that a council haa lieen formed in that 
place and that niattera in labor circles 
are taken much interest in in the upper 
country. Stepa are being taken to have 
a horppshoers' union organized in thii 
city. Thia will be the aecond union 
formed in Victoria within a couple of 
montha. 

RoiiKKT Gkant, of Union, who went 
to the northern gold fields last summer 
writes from Dawson under date of De- 
ceinl^er 15 of his experiences in making 
the trill, and Boeake of the prospects of 
tiio Yukon. Mr. Waugh, formerly of 
Union, but who has been for the laat 
two ycarrf in tho Yukon, has BOme very 
rich claims in tho Klondike, the dirt 
running a.'i hiu'h aa -to to the pan, fifteen 
cents being considered by Mr. Grant aa 
good pay dirt. Mr. Grant haa purchased 
a half interest in a claim and coneiiiers 
ho made a lnc(;y bargain. The three 
small saw nulla in Dawson sell their out- 
put of lumber at ^150 a thousand, and 
very poor (juality at that. Mr. Grant 
deacribea the Yukon as a very rich coun- 
try, but a very hard one to live in. 



ANXIETY FOR TIIE " NOMAD." 

Shipping men are becoming ajipre- 
hensive over the long voyage of the ;\m- 
erican schooner Nomad, from Shanghai. 
Tiie San Francisco Call says: "She la 
one of the last veasela turned out from 
Hall's shipyard at I'ort Blakeley, and 
loft on her maiden voyage on September 
IS. She waa iu coiumand of Captain 
West McAUep, who waa accompanied by 
his son and daughter. The Nomad 
re.^ciied Shanghai after a fast run, and 
started again in ballast for Puget Sound 
sixty-eightdaysago. Sincetb^nehe has 
not been heard from." 

STOUM MKATK.V COAST CAItltlEP.. 

Two more weather-beaten vessels 
reached port yesterday — the Wachuaetta 
from Departure Bay, and the Rufua E. 
Wood from Nanaimo, B.C. Both ves 



Disseiitiuff Opiuiou by the Chier 
Justice That She Was Illesally 
Kemoved Thither. 



The following are the judgments re- 
cently delivered by the Full court in the 

case of ilnai Shing, a Cliineae girl taken 
from her country folk here against their 
will and placed in the RefugG Home. 
The court refuses the apjieal of her 
former Chinese custodian for tho return 
of the child to him, but from this judg- 
ment the Chief Justice diasents: 

.Mil. ,1 L-.S-riCi: WAI.KE.M, 

During the argument of this appeal, it 
was suggested that the appellant's right 
to a habeas corpua might well be tested 
by considering whether an indictment 
for abduction would lie in cases like the 
present under section 2.S-'i of the code, 
whicli is as I'oUowa : 

" Evervoue is guilty of an indictable 
ofience and liable to five years' impris- 
onment who unlawfully takes or causes 
to be taken any unmarried girl, under 
the age of 10 years, outof the possession, 
and against the will, of her father or 
mother, or of any other person having 
the lawful care or charge of her." It ia 



Daintily inaile Iiom iiiea'p pookcil 
liofore iiiakliii;, sensoiilnij lUlleicut 
Irom Uio oriUuary kind; price u 
higher. Order Komo for to morrow 
Kloiiiliko Innch hiisko s are worth 
liaving, save.'; hiljor and lime. 
-Miners see us aliout ihem. 

D. R. POTTINGER, 

"The Idaalt" 98 Tatea atreet. 



els encountered a Bucceaaion of Fqnallg I apparent thkt under thia section it 



Baia' XXXX ou draught at tho Occl- 
dfntal X 




The Intense Cold 



'S 



of tho far north makes iron too brlllle lor or- 
dinary use 

RR iiFod by the relobratPd Arctln ox- 
plnicr hBHnoln piirtloloof inotal In 
lis eouHtrucUnn, 'Ihi! only abso- 
IntcU- reUuhle tlelRli (or uie In ilio 
KLONulKK. Maniifiietured only hy 

—SAM REID, 

Oovemment Street 



122 



during the voyage. The Wacliusotta 
caught the full force of the gale oil' Cape 
Blanco, and there she was hove to for 
several days under lower topsails and a 
foreaail. The Rufus E. Wood came in 
under a jury rudder. She caught the 
gale oil' the Columbia river and lost her 
rudder-head in a squall that laated three 
houra. Captain McLeod unshipped the 
spanker boom and made steering gear 
with it. Worked by tackles, the bark 
came along all right until a heavy south- 
easter was run into off Point Arena. 
There the bark had to be hove to for 
some time until a favorable wind came 
along and brought her into San Fran- 
cisco. — Call, Feb. 7. 

.MAINLA.VI) BOATS RUSHED. 

Between iiurtni rii ir»-iKbtand freight 
brought by tiie Ubarmur on Sunday 
evening and the City of KiogBton yes- 
terday morning, the warehouses along 
the water front are now full. The 
Kington's load waa an exceptionally 
heavy one, there having arrivetl on her 
11 cara of miacellaneous cargo including 
a car load of pack horses and mules. 
She had, too, 150 passengers, the great 
majority of whom are hero to procure 
minera' outlits and licensea for the gold 
lields. t)n the Charmer came 250 tona 
of Chinese freight and a largo number of 
noble looking dogs. One shipment of 
01 comes from the Northwest and con- 
aigned to Thomas Earle. In a second 
lot there waa a dozen trained Newfound- 
land dogs from Pennsylvania, consigned 
to N. Burdock, the leader of an Ameri- 
can party outfitting in thia city for the 
gold lielde. 

DISAl-rolSTKl) MIN'Kll.'^. 

The ateaniabip City of Topeka called 
as expected at the outer wharf on Sun- 
da.v, and went away with many sorry 
paaeeiigers. There were 200 on boarti, 
and just how bid ly the American proa- 
pective miner required his Canadian 
license lie did not seem to realize until 
he arrived here and found the customa 
house closed, 

MAItl.N'H .N0Ti:S. 

The hull of the steamer .\lki is once 
more in good sbajie, and tho vessej, 
which has been onthe I-^squimalt marine 
railroad for over a week, will be launched 
to-day. She will immediately leave for 
the Sound and make preparations to re- 
enter the Northern businesa. Her re- 
pairs have been aupervieed by Captain 
Clift, of tho Seattle Board of Under- 
writers, and D. Cartmel, of this city. 

The bark Japan, which lloats the Per- 
uvian (lag, arrived from Colon, on 
Sunday, with a cargo of salt coiieigncd 
to li. P. Rithet Co. Tho bark waa 58 
days on the voyage, and reports experi- 
encing \ery rough weather, gale after 
gale being encountered, with the general 
result that the vessel's upper worka suf- 
fered more or loss. 

John Roaenfeld'a Sons, San Francisco, 
have purchased another large collier for 
the Nanaimo trade. She is the Nor- 
wegian steamer Titania, and is now dis- 
chariiing a general cargo from Antwerp 
at Kobe, Japan. 

After discharging & load of cial the 
freighting steamer Oscar left for Ana- 
cortes yesterday afternoon for a load of 
hay. The Oscar is kept so buay that her 
propeller or steam winch never gets a 
reat. 

In rep))oii30 to Captain Taylor's tidc- 
gram for a tug to tow tho shij) ISenicia 
up to Vancouver, tho tug Tyee came in 
from the Souml on Sunday, starting for 
the Terminal City with her tow soon 
afterwards. 

Tho ateamaliip Au.slralia waa exjiecteii 
to reach San Franciaco on Saturday from 
Honolulu, and aa Boon as her cargo is 
discharged orders await her to prepare 
for the Alaskan run. 

A despatch from Union yesterday 
stated that tho Islander reported having 
pasaed the Thistle at Wrangel and the 
Lome with her tow at Skeena i Ivor. 
There are no passengers on the Islander 
from Dawson, and no lato nowa from 
there. Snow atornia were reported from 
tho Stikino, making travelling rough for 
tho time being. No confirmation of the 
report of eight men being frozen ; and 
tho steamers Edith and the little Louise 
were not aighted. 



i^flTTlIESKMI-WBEKLY OOLONISI Icads. 



would be iijcumbent on the prosecution 
to show that auch a girl'a foster 
parent was one' who could be said 
to have had the " lawful care 
or charge of her" at the time she waa 
taken from hini, olherwifO an indict- 
ment would uuqueationably fail. Sec- 
tion 283 ia in the same language as sec- 
tian 20, of 9 Geo. IV. c. 31, and of the 
re-enactment of it aa section 55, of 24-25 
Vict. c. 100, both heii;g in amendment 
of c. 8, of 4 and 5 Ph. and M. It has, 
therefore, been in force in England for 
about eighty years. It waa also in force 
in Canada prior to confederation, aa aec. 
50, of 32-33 Vict. c. 162, and has since 
been the law of the Dominion. Not- 
withalanding the lapse of eighty years 
in England and of the lesaer period in 
Canaila. not an instance can be found in 
any of the several stanilard worka on 
Criminal Law, iucUuling Bishop's, Mr. 
Justice Taschereau'a and Mr. Crank- 
shaw'a, of such a prosecution 
having been even instituted. The 
inference from this ia self-evi- 
dent. A child, aa a eervant, 
may be said to be in the "lawful care or 
charge" of its master, and it haa been 
held thata barmaid "employed at a dis- 
tance from her father's house waa in the 
lawful care or charge of her 
employer and not oi her father." 
Reg. vs. Henkera, 16 Oox 257. It ia al- 
so said to be an ofi'ense to take a girl out 
of the custody of her putative father, 
(Crankshaw 210 and caees). But the 
present appellant ia not a putative fath- 
er, aa his atlidavit shows. 

The caEOd of liabeaa corpua of a civil 
nature show that adoption ia not recog- 
nized aa jiart of the law of England. In 
Reg. va. Naali, U) Is. I). 15!, the 
coiirt of appeal held ti'at foster parenla 
have no more legal right to tlie child of 
their adoption than a atranger. The re- 
ports of the same case in tho Law Jour- 
nal (X. S.) and Law Times of that year 
(Ls.sa) are fuller than that given in 10 
B. 1)., the caae was that of a 
young woman who had an illegit- 
imate child and placed it with 
Naah and his wife on the understanding 
that ehe should pay for its support. She 
paid something, and, owing to illneea, 
paid no more. She afterwarda lived an 
immoral life. After the Naahea had 
supi)orted the child for about seven 
years, the mother wished to get it back 
with a view of placing it with her mar- 
ried Fi.Hter. The Naalies refused to give 
it up; but the court on iiroceedings on 
habeas (U)ri)us made an order against 
tlicm. They api)i'aled. In tlio course 
of hie judgment, Jeesol, M.R., after ob- 
ecrving that lh(> XaHhea wished to retain 
the child, aald : " They are ))nre strangers 
to tho child, and they have not a particle 
of right to do Eo." l^indleyand Bowen, 
L.J.J. , after stating that they wore "of 
the same opinion," added some remarks 
of their own on the case. The appeal 
was dismissed, and the child given 
to its mother'a married sister, on 
the ground that it was for its 
benefit that she should have charge 
of it. In all auch queationa the court 
coneidciB the benefit or welfare of tho 
child to be of primary importance. In a 
later case, decided iu 1803, Mr. Juatice 
Chitty, acting upon that principle, pre- 
ferred the claim of Mr. King to that of 
the foster parents iu tho case of an 
o phan, although the child waa attached 
83 the parent and had boon well treated 
by him. The contest for its poaaession 
arose out of a dispute about ita religious 
Continued on jja^c Sir. 



To-Day we're showing some 
early Spring arrivals of this 
Season's newest and best de- 
signs in . . . 

Men's 
Flannelette 
Top Shirts. 



Yonll wonder how Biich shlrls, so 
lull, 60 Renerou.s in size, nnd n 
well made can bo fold lor so llltli 
money. 01 courfo yon wonld. 
But then these shirts were bought 
early last season, before tho rcccui 
rise in prices, and are wortli at to> 
day's selllug prices a ball to a 
third more, at 

5o Cents 



Men',1 line Fcnii dres's llnnnclelto 
top Bliirt.'-, all eut lull and liirne 
nnd bll hnve i>iieul steel colln 
holders, 10 dlil'erent patturus, tlzei 
up to 17 In necK, at 



Number 73 
GOVERNMENT ST. 

Over two thousand people 
visited tlie above on 

Saturday===No other 
advertisement is needed 



4o Cents 




Hotel Australian 

tiBte riarenoe. 
Corner Itouglns and Tatei Bta, 

First-class Cuisine. 
Under tho maungfltnont of Mis.MpDonsId 
latu of the Wlndtor Hotel. Rates with brard 
Irom U upwards. Fiee Bus. 



Men's liannelotte top6hlrts equally 
as well made as our SO cent shirt, 
but not so i;ood quality ,12 diirorent 
patterns, sizes up to 1614 neck, at 



25 Cents 



.Men's 1,-nod every dny. kiinok-iibo 
lirtinielcliu top .■sUlits. Tiio noods 
nloue would cost you the price wu 
nsk lor Ibc shirts complete. 15 Uif 
feienc patterns, sizes up to 16^4 
neck. 

"Blinera we're ready for you to call 
and get our i>rioea. 



The Cash Clothier, 
55 Johcson Street. 



RALPH CHURTON 

A t J CT I c NT T-c re r-i 

THE AUCTION MART 

70 UUUOLAH HTBEBT. 



1h open to receive In^iriictioaR to con- 
diu-t siiies ol every description either 
ht the Auction Mart or owner's pre- 

mhos. 

Prompt Settlements. 



J Vou are looking for a change for ^ 
* Breakfast. We have it ± 



Only IOC. per package. Try one. 

♦ And also bear in mind our 40c. 

♦ Coffee cannot be beat 



BETTER LATE THAN NEVER 



ENGLISH OAK TABLEWARE 



and an invoice of Sterling 
Silver Photo Frames and 
Toiletware that should have 
come to hand before Xmas 
just arrived . . . 




C. E. REDFERN, 



t3 Government Street. 
.stabUsbed 1863 



The Best Place Yet 


A 

Jliy^ Gum Boots With Leather 


to Get Good Understand- 


jjir Soles, Moecasins and 


ings is at 


■ Arctics, Miuer'B Boots, Etc. 

l 


^ JIM 


MAYNARD'S 




VmioaUe at;/ Hull 



T GO TO KLONDYKE WITHOUT AN 




WE HAVE^ 



Mioefs' Foldiof Deflecting SkSi i , . . , 
Strong Sheet Steel Stoifes tliat are Made to Last. . 
Comliinalion Coofcing and Heating Stoifes of Special Desigr 

EACH SIOVE HAS PIPE AND A BAKE PAN PACKEL INSIDE. 



Albion Iron Works Co. 



55 Yates St. - - 



Tel. 44S. 



i( If. ThaCrownlnBTriiimph 
is n{ a Long auu Bucccsb- 
if ir ful career , 



The New Models 

of the 

REMINGTON 

STANDARD 
TYPEWRITER 



The aUraya best made better 
yet. For sale by . . 

M. W, WAITT & CO., 



I.IIVIIX15D LI.A.BILvITY. 




S 

Grown 
Scotch 

Whiskey 



Sole Agents 



PACIFIC COAST 
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Sugsestion Made That the Preseut 
Post Ofllce Be Turned luto a 
Miut. 



Kemoval of (jai-batre at Ueduced 
Rate— Uliai'fifea iu the Fire 
Department. 



RIGHTS OF ADOPTEES. 



Conlinued from page five. 



The city conncil meeting last night 
lasted only one hour, there beins; very 
litt'.e diacossion and the varioua itoma of 
busineea beiiiR polished oil' bo promptly 
tliat in hour ndjournment was 
leiiched. The principal communication 
wfts from the achool board, giving their 
opinion on the city auditor and hia 
duties, which wna filed. 

The city solicitor and city barrister re- 
porte^l that tlio city has no power to do- 
cri'iisL' t!ie city limita, and as to a curfew 
law, no hy-l;iwcouhl bo prepared till the 
Municipal Clauses Act is amended by 
BtatinR in it the age of children to which 
tlie bv-law would apply. 

Tilt' electric light commUtee recom- 
iiioiuleil that Mr. W. W. Northoott be 
inetructeil to submit an estimate for 
convi-rtinu' one-half of the old electric 
U(;ht station, Vatea street, into a stable 
[or the corporation horees, and that the 
electric lii-'ht mast ou Cadboro Bay road 
l)u reiuov'.'il and one of the lamps pat ou 
a [lolc near the same position and one 
lamp at the corner of School and View 
streets. This was adopted. 

Next can;i' the settlonient of tenders 
lor rciiioviii;^ n'lrbauo from the city 
wharf. .Swiunerton i"c Oddy, agents for 
the Sadie, tendered for $5.'l5 per day, 
Michael Hare aslced .■fG.50 per day. The 
contract was awarded to the lowest ten- 
der. J..aat year the work cost ^s.,'jO a 
dav. F. H. Lindfley, the only tenderer 
for teams for street sprinkling, got the 
contriut at 45 cents an hoar tor each 
team. 

Win. noddy, ,T. H. Matthews, 
$■151), nnd ilales it Bell, $2.75 per yard, 
were the tenderers for a block croseina; 
on Vates street. The lowest secured it 

The lire wardens reconimemled that 
the resiL'nalion of I^ouie McXeill and ,T 
W. Kilioct be accepted; that driver No. 
.;, Fr.uik I.eroy, bo promoted to driver 
of No. -, vice Louis McNeill, resiijned ; 
that r. Hodges, tiUermau, be appointed 
to No. '■'•>, vice Leroy, promoted; that 
callman Chas. Palmer take Hodge's 
l)lace, and J. North and W. J. Deaay be 
appointed callmento fill vacancies. This 
was adopted. 

Just before adjournment, Aid. Hum- 
phrey EugRtsted that the Dominion gov- 
ernmeut should be asked to change the 
jjresent post office into a mint when the 
new post oflice is in operation. 

This suKcealion was warmly seconded 
by Aid. Hall, who pointed out how much 
benefit a mint would be to Victoria now 
that BO ;r/j2u .Klondike gold is coming 
this way. 

The Mayor suggested that b resolution 
on the subject be passed, and this, no 
-doubt, will be done. 



TBCEjOITY. 

L.vsT nisht in answer to a call from 
bos 54 the (iremen liad a run out as far 
89 the Fountain, and found on reaeliing 
there no tire in the vicinity. Three 
false alarms preceded last night's re- 
cently, and if the would-be practical 
j )ker who sent in the calls is discovered 
ne will tiud that hia jokes will cost him 



Tin; Merchants liank of Halifax hav 
ing decided to open a branch in Victoria 
have secured through Messrs. B. Bopcs 
lit Co. the premises now occupied by A. 
VV. Taylor, next to 0. E. Redfern. The 
■fixtures are now being prepared under 
ine supervision o£ Mr. J. 0. Keith, arch- 
itect, and the bank expects to open up 
business very soon. 

Thl Harry Lindley Company last 
rii.;ht opHneil a second engagement in 
the A.I I r.W. hall which proinisefl to 
be as succeaeful aa their first. M'lisfi 
was pre-:ented last ui<;ht to a crowded 
house and the audience were not aparing 
of their applause. To-night "The 
i.iiiKled I'ool," a bree/.v coniedv, tiy 
Henry ( i iiv Cdrletoii, will h.i put on the 
boards and should draw well. 

Tin; N'ii'toria chess men wlio went over 
on ^.i;i;r(lav to play Seattle returned 
ve.=iteraav morning, the losers in the 
iiiatch, liul highly pleased with th '- 
'trip. Seattle was reprfisented by Moth 
liatl. v, i',jterson. Dickey, berck, .Teiiner 
and Steele, while the Victoria men were 
Messrs. Piper, Chapman, Perry, Gonna- 
Hon and Itnodes. The score was 12>ti for 
Heatlle against O'.j for Victoria. 

At themeetincof tlie Natural History 
Society last evening Gapt. Walbran con- 
cluded his series of papers on the early 
navigation of the Northwest Coast, deal- 
ing particularly with the last year's 
operations of Obptain Vancouver's sur- 
vey in IT'.it. The lecture was one of the 
best o! the sorios, and waa illustrated by 
a larL-e chart of the coast specially drawn 
l>y .Mr. Laurie. It ia Capt.'iin Walbran's 
intention at a future meeting tn given 
reauine of all the lecture.') bo aa to bring 
out in relief the main acliiovementH ol 
tin; I'xnioratione previously described in 
detail. A letter was read from the Pre- 
niii-r thanking the meniber.i of the 
Hucietv for assistance afforded in coniiec- 
tioti with the several interesting oxliihi- 
tiona held in the new legislative build- 
ings under the auspices of the legislative 
library. A discussion arose aa to the de- 
sirability of retaining aa far aa possible 
the many interesting Indian relics of 
■the province which are being bo rapidly 
depleted by collectors from all parte o' 
the world, and a resolution waa unani- 
mously passed to the effect that Btronjr 
rupreaentations should bo made to the 
government with that end in view. 

" Uucieria do not occur In the blood or in 
the liasuoa of a /iC(if(/i// liviuf; body, either 
of man or the lower aiiinials." Ho .says the 
colebratod Ur. Kooh. Other doctors say 
that the best medicine to render the blooi) 
perfectly pure and healthy is Ayer's Bar- 
saparilla. 

Heavy Scot ch wool imdcr- 
wear 22 ozs. per o-arment for 
the Yukon. B. Williams & 

CO. 



education ; but I refer to the caae as one 
that shows in a marked manner that the 
relationship of foster parent was not, in 
a legal aonee, recognized by the learned 
judge. Both contending parties were, 
in the eye of the law, strangers; and the 
fact that the child would, in the opinion 
of the court, be better cared for, morally 
and physically, by Mr. King, turned the 
Ecale in that gentleman's favor. (!) L. 
T.R. 575 ) 

Ah Guar's caae, 2 B.C. 843, referred 
to Mr. Gregory, was decided by the late 
Chief JuHtice. It was the case of a 
Chinese woman, applying to have an 
adopted child restored to her by the 
Chineee Home, which had got poaseasion 
of it. The haljeas corpus was refused, 
aa the Chief Justice considered that it 
waa better in the child's intereata that 
it should remain where it was. The 
present case may be aaid to resemble 
Ah Uuay'a, save i;i the name and aex of 
the up])licant ; tno respondent, here as 
there, 1 r.ng the matron of the Ohineae 
Home. I agree with the principle upon 
which my brother Drake has decided it, 
ami with the conclusion which he ba.H 
drawn from the evidence. I am, there- 
fore, iu favor of dismissing the appeal 
wilh coats. His power to award costs 
n;-i he ilid, on the lailure of the present 
appellant to obtain a habeas corpus on 
a rule nisi has baen iiuestioned ; but, in 
my opinion, he bad that power, as the 
courts seemed to have possessed it prior 
to the judicature acts. In Oorb'ett's 
case, 11 ;M. it W., which ia re- 
ferred to in Ilia judgment, the 
court i.nly I'ecit'ed that where 
the writ ia issued absolutely in the first 
instance costs will not bo allowed lor or 
auaiiiat a person iu custody - as Cobbett 
was for contempt) whether he succeeds 
or tails in obtaining his tlischaige. Hut 
the court tliil not ciuestion the statement 
of Cobhetl'a counsel, to the effect that 
liad ho Bucceasfiilly applied upon an order 
nisi, ooala might liave been given against 
his client. From thi;s, 1 apprehend that 
the court had that jurisdiction— a juris- 
diction wnich hns not been taken away 
by any act tLat I know of. 

The caee of in re Mills estate, referred 
to on the bench by Mr. Juatice Irvine, 
merely decides that costs which would 
not have been allowed before the passing 
of the judicature acts should not be 
allowed afterwards, inasmuch aa ttiose 
acts hag neither increased nor curtailed 
the jurisdiction of the courts in respect 
of costs. 

It cannot l)o denied that the separation 
of a foster paient and child must often 
cause pain and unhanpineaa ; but such a 
separation would not be directed by the 
court excejit in cases where the well be- 
ing of the child aa iu this caae unmis- 
takably rc(iuired it. 

GkO. A. W.\1,KEM, J. 

February 1, 1S98. 

-Mi:. .ifsTicic ruvi.vo, 

The pith of the judgment apjioaled 
from ia to be found in the words 
"Neither the present applicant nor Miaa 
Bowes, the respondent, are entitled in 
law to the custody and possession of this 
cllild, T h^v2 f horeforp ts consider what 
ia best for her. 

The argument covered a very wide 
field, but I do not think it necessary to 
now refer to more than three or four 
caaea. 

In the caae of Regina vs. Nash, 10 
B. D. -hoi, decided in 18.s;>, a writ of liao 
corp. waa aonght by a mother of an 
illegitimate child to recover the custody 
of her cllild from Nash and his wife. 

The mother had in lS7t) delivered to 
the Nashes the cliild, then an infant of 
a few days or months old, intending to 
pay them lor keeping it — she did make 
some payment, but owing to ill-health 
waa unable to continue them. The 
Naahes, nevertheloes, kept the child, 
without payment, fiom 1870 till 1S83, 
roughly speaking, six or seven years. In 
this case the applicant has kept the child 
some five years 

At the end of the Biz or seven years, 
she applied to the Nashes fcr the child 
and they refused to deliver it uji. She 
applied for a writ, but the applntalion 
waa refused by North, .1. Tli(> mother 
then appealed to the Divisional court 
who r_)r Jered the writ to iaeiie. 

Un tlie hearing of tlio ap)ieal from the 
Diviaional court to the Court of Appeal, 
Jeaeel, M.U., said: "The aiipelhuite 
(i.e., the Nashes) have not a particle of 
right to the custody of the child.' 

In the Law Times report of the same 
case, vol. -IS, p. -IhS, .Jessel, JI.K., is re- 
ported thus: "She (the mother) no-v 
wants to get her child back, and these 
poor people (the Nashes) want to keep 
it from her — but they have no claim 
whatever to the child. Taey are mere 
strangers, and have not a particle of 
right to ita custody." 

And Lindley, L.J., (after speakin 
a way that shows lie tlioruui;lily sympa- 
thizoil with the XaahoB in bidng deprived 
of the cllild) says: " I'hey have no 
more right to the cuBtody of the cliild 
than any other stranger, and the allec- 
tion even of a natural mollier gives a 
better rlL'ht than the regard of a mere 
stranger." 

These quotationa show bow the righta 
of persons standing in a ;)osition similar 
to th"* applicrnt in this case were re- 
garded Dy two umineut judges, and had 
ft not been for a remark of Bowen, L.J., 
I ehould have thought this was am;)le 
authority for the conclusion arrived at 
by Drake, .1., but it waa suggested by 
Bowen, L.J., that the ijuoation 
they were ilociding in KcL'ina v. 
Nasli was not the abstract rights of beu- 
efactora who had brought up a child for 
many yeara, but the real iiueatioii was, 
whether as l)etween the mother and the 
Nashes tho court ought, in that [larticu- 
lar caae, to give preference to the mother. 
I find that the point ia covered by the 
caae in re Medley, 5 Ir., H.C.L. St, de- 
cided t)y O'Brien, Fitzgerald and George, 
J.J. Therefore 1 thought that further 
authority was desirable before conclud- 
ing that the judgment now appealed 
from should be uphold. That was 
the case of an applicat'on for the 
cuatody of an Infant eight years of age. 
The applicants for the writ were two in 
number, one the maternal aunt, and the 
only next of kin of the infant, and tlie 
other the aecretary of an orphan i?ociety. 
riio respondents were respectable jieo- 
pie. The father of the infant had died 
shortly before the child was born; tbt- 
mother had placed him with Ibe JIc- 
Canna, the respondents, when '.] weeks 
old to be nnrseil and, a3 tliey swore, to 
1)3 brougilt np as their own child. After- 
wards she loft Ireland, wont to England 
and died there. Previously to her de- 
parture she went to see the child, wlicr 



of visiting the aunt, and _ on the 
last of these visits, the aun'., instead of 
sending him back to the M(.CannB, sent 
him to the orphan society. A few days 
later he ran away and returned to the 
McCanns, who, when applied to, refused 
to deliver him up. The court were of 
the opinion that neither party had the 
legal right to the custody of the child, 
but Intimated they were willinc to ex- 
amine the child. This being refused, 
the court made no rule, leaving the 
aunt to apply to Court of Chancery. 

The third case is Ah Gway, reported 
in 2 1! 0. .113, a decision by the late 
Chief Justice of British Columbia, cn 
facta very similar to the case in hand, 
where he says: "Even assuming Chin 
Su's statements to be true, vi;'.. : that 
Ah Gway ia her neice, confided to her 
by her widowed mother for education, 
etc., that would hardly give Chin Bn the 
abaolute right for whicii she contends, 
or any legal rights at all over the in- 
fant's person." I cannot see that the 
appellant hero has any greater right to 
the custody of thia child than the Nashea 
had to the custody of Koae Carey, or the 
McCanns, or the maternal aunt to the 
custody of young Mndlev. or Chin Su to 
the cuatoly of the child, Ah Gway, 
and yut in all tlieso caaes it is laid down 
that the adopting parent, or foster 
parent, is a stranger having no legal 
rlgbts over the custody of the child who 
had been the object of their bonevc- 
lenee. 

The deciaions in Barnardo vs. Mc- 
Hugh in (IS'.U) 1 ti I!. 11)4, and uls) in 



an unmarried female under the age of 
1(1 years, regarding which the Criminal 
Odde d-.8linctly enacts (sec. 283) that 
every one is guilty of an indictable of- 
fence and liable to five years' imprison- 
ment who unlawfully takes, or causes to 
be taken, any unmarried girl being un- 
der the age of 10 years out of the posses- 
sion, and against the will of her father or 
mother, or of any other person having the 
lawful care or charge of her." Can 
there be the slightest doubt that as 
against strangers, the adoptive parent is 
a person having tlie lawful care or charge 
of the child of his adopiion; so aa to 
make it an ofl'unce to taku the child oat 
of hia custody'.' Ihiraan society per- 
emutorily anawera " No," and under 
British rule at all eventa would long 
since have demanded an amenlment of 
the law did it jiermit of any but the 
negative cooatruotion, for how many 
thousands of homes might bo plunged 
into mourning, more bitter than death, 
if the law stood idly by and iiermitted 
the orphan and adopted child; received 
into the family circle; reared as the rest 
of the children ; knowing and being re- 
minded not that it iu of iiili'erent blood 
from them, and perliaj.a not so, to be 
ruthlessly torn from the UiCEidu by a 
mere straneer who (benevolent although 
his intentions might be) conceivts the 
idea that he can look after the child 
better than those who have charge of it. 
Section 'JSI! is a mere re-enactment of a 
law ))aHHed .". or 4 centuries ai!o,-l and 5 
Ph. iV M. Cli.8. In the Ah (Iwey case 
(ubi hiip), the late Chief .luatice epeak 
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(1891) A.C. liS.S, and the aubseiiuent paE- , i,,^, of a claim to the custody of a female 
saire of tlie Cuatody of Children Act, [ child undc r 10 yeara old says " Nobody j 
ISill, are deserving of attention. ^ i can have a valid claim excejit the father, 1 
The applicant then, in my opinion, t or a liuly a|ipointeil guardian, or some 
has no legal right to the custody of the i person aa a acdiool master to whom the 
child, nor have the niBpondents. They i infant has by i)r<Ji)er aiuhority been 
both stand ou an tiiual footinu', BO far aa , confided or apprenticed." But the 
their legal riglita are coiieerned. I 1 atalute ailmita of no audi restrii;tion. 
therefore auree with the decieion ol Mr. ' The words are, " or of any other person 
,Iii8lii:e Drake that neither the present having the lawful care or charge of her." 
applicant nor Miss Bowes is entitled in | of iv.-o things, one— the care or charge 
law to the cuatody of the child. In ^ of an adoptive parent is either lawful or 
those circumstances it became hia duty mniawful. But no one will contend that 
by virtue of the prerogative which be- , it ig unlawful; that is when no one wilh 
longs to the crown as parens patriae (see j n superior rigbt claims the child , to do fo 
Barnardo v. McHugh, 1891, A.D. 395) to | would be to argue that it is unlawful to 
consider the ultimate guide for the adopt a child. The care or custody of 
ourt what waa beat for her. In the the adoptive father is therefore 
exercise of that discretion — for it is a i [awful, and beinij lawful the law 
matter of discretion gee R. v. Barnardo | enforces the custody by punieh- 
(KS9I)1 (J. B. at 'il.'), per Lopes, L. ,L, ; ii,,^ the man who inades it, from 
he de<;ideil that it waa in the intereata of ' which it followa that the right can also 
the child that he should not inlevfero : he enforced upon habeas corpus, see 
with the present comlition of at'i'.iirs. ; Sampson on infants, p. -'IS-L'l l, where it 
In a ciao of this kind, discretion having i^ remarked that the right to enforce by 
been exercise, 1 do uol think that ii • habeas corjjus the custody of a female 
ought to bo disturbed, except for very , child up to the age of Ui years is on ac- 
urave reasons, iiiid I see no reason to ' count of the statute 4 Ph. A M., and see 
interfere in this case. I per Lord Justice Lindley in L. R. (IfcUl) 

On the (piesiiou of costs, I have the j proboto p. 2',).S to the same ellect. 
misfortune to diaagree wilh the decision | The applicant in this case is a jierson 
of the learnetl jiul<:e below. Our rule i in loco tiarentis, which ia defined by Sir 
V.ol ia the I'hniliah rule 1 of order (io, re- William Grant " aa a person assuming 
produced. In re Mill ICetato, 154 Ch. D. , the jiarental character of discharging 
124, decided that the English rule did not i parental duties," and by Lord Eldon as 
enable the court or judge to order coats I a person "moaning to put himself in 
to be paid by persons who before the | loco parentis in the situation of the per- 
judicature act came into operation, i son described as the lawful father of the 
could not have been ordered to [loy child." (Powys v. Mansfield, 3 Myl. .-c 
ihem— that the order wa.ii only (o rcgi.- ^ Cr. 339), and although there are ahund- 
late the mode in which costs were i ant eiipreesiona to befound in the bookf>, 
to be dealt with, in cases where j that anch a person, or the adoptive 
the court autecedenlly had juriadic- [ fathr r, whiciiever you may call him, has 
tion to awaril costs. It waa to i rio claim or right to the custody of the 
remedy this state of tliinga that; child, yet what is meant ia that Euch 
iect on5of the .Judicature Act of 1S90 ^ peraon has no claim as against the 
waa passed. When, on the 1st of Jan- : father, mother, or person having a para- 
uary, 1893, we ado|)ted our Supreme { mount right. For instance in R. v. 
court rules of 1S90, wo adopted, so it ! Naali, L. R. 10, 2 B. 1) , wliere a woman 
aeeraa to me, the English rule, impressed j placed tlio euBlody of her natural cliild 
with the decision of re Mill", and Ihe with friends who reared it until the 
act of ISlHi, declaring our rules alatutes I child was 7 yeara old , w hen the mother 
could not alter the interpretation to be i denninded it hack— .Je.ssei, M. R., in 
put on Rule 761. I therefore think that giving tlie cliild to the mother remarked 
R. va. Jones (1894) 2 Ci.B. 3:i8, ia not ap 



plicable here, and that this court has no 
juriediclion to award costs in habeas 
corpus matters. 



that " the appellants had not a particle 
of right to the custody of the child." Of 
course the learned judge waa speaking of 
iigtit as aguinat tiie mother, hut counsel 



tVd to the costB of this appeal, were it j in thia case, in arguing against the 
not for the act of 1897, 1 shoula aay that right of the ado|)tive parent haa (luoted 
there ehould be no coela of appeal to the learned judge's remark literally, as 
eittier party, but as the reepondent has if applieil, not aL'sinet the mother 
succeeded in the main point, I suppose simply, hut aa against all the world. 1 
he is entitled to bio coats, and 1 so de- | atk ai;ain, if instead of the mother be- 
cide, but I shall not be sorry if the ■ ing the claimant lor the child in 
majori y of the court are able to take a ' the Nash case, the claim had 
diU'erent view of this (luestion. If it ijeen put forward by eoiue stranger 
were convenient, I think the nuestioii as ' who had taken the child from the cub- 
to costs here and below mialit well be tody of Mr. and Mrs. Nash, can there be 
re-argued. P. JE, Iiiviso, ,1. , any doubt Ihev would have been subject 

L-im;i-jL-«TK-i;D.sviE. \^'\ ""''er the act ; and in 

I what dilK-rent position does the man, 
I cannot agree that the applicant baa ; constable though he was, atiiiid here, or 
no legal claim to the cualoiiy of this ' what better 'right tlian ho have tlie 



brought up accoriiiim to flie traditions, 
inst incls, c.ufaloiiiu and religion of her 
own iieojjle, than be maile the subject of 
an attempt to iiroeely ti/.a her to the cua- 
toiiip, liaiiits and creeil of an alien race. 
One Principle adopted by thu court in 
deciding what is l;est for the cbikl'i wel- 
fare is not to place it in au utnioBpbere 
of religion diilerenl to that to which it 
has been accuatomed, and the same re- 
mark, I ahould think, appliea to rai^e. 
Brett M.R. Reg. v. Gyugall -t R. -107. 
Wo must always remeinber that the law 
knows no diRtinction of race or religion, 
but all stand equal before the law. If 
we were in China and the tribunals 
there were to uphold the right of, bene 
vjlont Chinese societies to take our 
children from na and raise them 
Chinamen, we Ehould denounce it an 
outrage, but is it not precisely the same 
kind of outrage upon the Chino?e which 
ig asked recognition in this case? 

I think the preper onler will be to re 
rait this caae to the learned judge whose 
(leciBion ia appealed from, with the 
opinion that the applicant has a legal 
claim to the eustoily of the child, 
against the Refuge 1 lome, but that he 
'■ may be deprived of that cuatody, if ujion 
j invealigatioii Ihe learned judsie linds 
j KroBS moral tnri)itii(lo in the applicant's 
j honseliold, or other misconduct suffi- 
cient in the judge's opinion to deprive 
I him of the cuatody of the chiliL 
i 1 think, in conclueion, I should call 
attention to the singular atlidavit, pur 
I porting to be made by the child herself. 
She evidently speaks no English, as the 
affidavit was taken through the med 
I iuiu of an interpreter. The affidavit 
makes the girl say that she is 16 years 
i old ; a personal view of the child might 
I tend to confirm either this statement or 
i that of her father, that she is not yet 11 
i The affidavit goes on to aay that she waa 
I sold for .':3.")0 and saw the money. It 
might be inleresling to eiK|uire how 
this child became acquainted with the 
; decimal currency of the country and as 
i to her knowledge and understanding of 
I it. It would alao certainly be to the 
! point to ascertain that the cxtraordi 
nary atory of the atlidavit ia altogether 
the child's own. As it ia we are de 
pendent entirely for what the child 
states upon the one interpreter. The 
court wants to liear from the child her- 
self and to be assured that the words of 
the affidavit have not been put into her 
mouth. If we were dealing with the 
custody of an illigitimate child the court 
would see the child and ascertain its 
wishes. At least the same consideration 
should be extended to this child, but 
here t he order giving the child to the 
Refuge Home has been made without 
interviewini: her, or being assured that 
she waa not in reality under duress. 

I think the appeal should be al 
lowed. 



child. He ia not her father, it is true, 
nor her legally constituted guardian, but 
the L'irl came under his care live years 
ago, when at the age of 8 or 9 years he 
adopted her as a member of his family 
at tlio request of Lew Fee, her uncle, who 
bad taken charge of his brother's child 
upon liij death. The applicant's family, 
conaiating of hia wife and two little 
daughtera, live with him. One of his 
Bona (lied laat year, and the other is being 
educated in China. 

I''rom the time when he adojited her 
until she was forcibly taken out of hia 
poaseasion in .Viijiu-t laat, by a conatable 
acting without Beiiiblance of warrant or 
legal authoii;y, handed over by him to 
a .Mrs. Tyson, and Bent by her to the 
Refuge Home, at Victoria, tjuai Shiug 
haa been reared with and treated as one 
of the applicant'a family 



Refuge Home, who have received the 
child from or through him? Considera- 
tions of beuevelence and good intention 
are no defence in law to an indictment 
under the statute. 

Ol coutEe I c'o not lose sight of the fact 
that notwithstanding the claim of the 
f(jfiter parents pdramount coiisideraiioiis 
may justify the court in giving tlie cus- 
tody of the child to a stranger. But not 
only foster parents, but actual iiarenla 
m.iy have their children taken from 
t em in the Baiue way. aa in Andrews v, 
.Salt, (S L.R. Ch. In the case of a parent 
a case of gross moral tur|)itude must 
k'enerally be e;;tabliLdied to warrant so 
extreme a stej), but in the case of foster 
pareuta (and tonietiiiieH of parenta), cnn- 
tideralions other than of turpitude are 
frecjuently taken into account, the c;ourt 
always aiming to do what ia best iu tlie 
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The notion that an adoptive i)arent i chiUra interest. For Infltancet in 
ims no claim to the eubtoUy ol li if i White, an infant, 9. Times L.R. 572, the 



adopted child, which the law 
rococnize, proueeds on a passage in 
a note to Jarman and BythRwooda, 
U3nveyancinK vol. 1, p. 525, and 
upon a raling of ibe late Chief 
J iiBtice of thia court in the cubo of He. 
V. All Ciney, '2 15. C., p. I'l.'i. The paa- 
Ha}j;o in .larrnan aays : "The law of 
Mnnland, elrictly epeakinfi;, knows noth 



infant waa taken from the poaaeation of 
foster jiarents by an order uppointhifr a 
stranger to be (,'iiardian, but that waa 
done not beeiuiee the foster piueiitH had 
no hnvfiil claiiji lo the eustoily of the 
child, but becansio it waa rij;lil thai the 
child should be reared in one faith, am 
the foater parents were tioiiiK to briiiL' it 
another. Ah reini\rli<'(l liv Mr. 
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ins; of !uloi>tion anil does not rocot;nize i JdHlico Glinlty in that 



any riL'lite, elainiH or duties ariainn out 
ol eueli a relation, e.vcept ari.siiif; out cf 
jin expioae, or imjilied contract." But 
the writer iicio is speaking of rights, aa 
against the father, for he goes on lo aay : 
"The law makes the father the guardian 
of hia children by nature, and hia right, 
except so far aa limited by statute, ia 
absolute against all persona whatever, 
inehidiug the mother of the children." 
Wliilst asserting that as aKainst the 
father the law knows nothinK of adop- 
tion, the author doea not say that the 
adoptive parent baa no legal status, t s 
against the mere invador of his house- 
hold, and that is the point for consider- 
ation hero. Even us against the father 
the remark in .larman requires (lualiti- 
cation, for the father may have waivei', 
or abandoned the control of his cliihi, 
and (na remarked by Mr. ICversley in 
Ilia work on Doineatiu Relatione, p. fjo!)) 
in so far aa the Court of Chancery wili 
in ^ho intoresia of the children enfor(0 
the waiver, or abandonment, of the con- 
trol of the father (or mother), up to thai 
point it might bo said to countenance the 
claim of the adoptive parent, not on the 
ground of any right in the latter, hut 
she said she would never take him from of the material well boinc of the child.'' 
the McCanns. The child was in the habi* 1 We are now dealing with the case of 
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naa beer; wrongfully n-ithui-iwn \f m 
Roman Catholic iusiruutioii," N'o Ci'u- 
aideration of that kind, howi'ver, arir, ■ 
hero, although i)erliapa 11 nii'.;in bf r i • 
giied with considerable force ibui lUia 
child had been wronafully withdrawn 
fioin Chinese instruction, as to which I 
aay something presently. 

What is, however, to the point is the 
aFsertion upon the afDdavite, stoutly 
denied by the applicant, and not found 
aa a fact by the learned judge, that thia 
child, in charge of the applicant and hia 
wife, is being brought np in an almoa- 
ohereof vice. Thia accuaiUion ouglit to 
be enqnircd into, for whilst the court, 
.acting in the best interealB of the child, 
will rescue it from the custody of the 
vicious, yet it will not condemn the ap- 
plicant of what 1 denies and which the 
judge apnealod from hai not found 
against him without due emiuiry. Such 
clmrgea cannot be diepoeed of simply on 
air.davitH of at-aortion on the one side 
and denial on the other. If the charge 
of immorality be made ont and it he 
necesfary to 1 o.iiti i t'lif o'aild to other 
custody, ii will be for the court to con- 
sider in the light of decided caaea 
whether it will be more in the intereata 
of thia Ohineae child that she ahould be 
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The Cassiar Cential Railway Company is prepared 
to receive on or before the 2Sth day of February uext, 
Tenders for the Construction of a portion of their 
Railway Line connected with terminal facilities, before 
the final location survey is made. 

luformatiou with Regard to the work to be undertaken 
can be had on application at the office of the Compauy's 
EuRiueer, H. P. Bell, Esq., 51 Five Sisters Block, Fort St. 
V ■ oria, B. C, where Forms of Tender, &c., can be oV 

l;i.,ied. 

Contractors and Their Outfits will be forwarded to 
Gleuora^ ou the Stickine River, free of cost. 

The lowest or any Tender will not necessarily be 
accepted. 

By order, 

HAVELOCK SMITH, Secretary. 

Victoria, B. C, January 27th, 1S9S. 



Siibrilie for tlie Seuii-leelly Colonist 



VICTORIA DAILiY CO].ONIST TTIESD \Y FEBRtJABY 15 1898 



HANDY 




VICTORIA FIRMS, 



ACETIC ACID MANUFACTUKERS. 
BEST GOOD!3— ThoCnundii I'alut Co. Ltd. 



BOATS AND TENTS. 
KLONDYKB canvas boats and genuiue duck 
tenu at y. Jeaue & BroB.' iiau lolt, Govern- 
ment street. de I 



BAKERS AND CONFECTIONERS. 
M. K. SMITU <j! 'JO., VICTOBIA, li. O., Mp.uulRC- 
tarors ol all kiuda oi Plain and Fancj- 
Biscuits and Cakes. 



BOOK EXCHANGE. 
OASUMORE'S, 103 DouRlns fitreet; bny and ex 
Change all kludB ol boukn aad novels. 



DRAYMAN. 
JOSKI'n ni!A.NEY, Truck nnd Dray mRn— 
Otlloe 20 Yntes street; Btables ll'J Suiierlor 
street; Tulephouo 171. uoU 



COLOR JUAN'F'RINQ-DRY ANO OIU 
G0OU8 GDkRANTEED-Canada Faint Co. Ltd 



FOUNDERS AND BOILERMAKERS. 
BPRA1T & GRAY, iron loundors and enBlneers 



FUNERAL DIRECTORS AND EMIiALMERS 
CHAS. HAYWARD, 52 Government street. 



GROCERIES AND PROVISIONS. 
FRED CARNE, JR.— Tel. 6S6, cor. Yates A Broad 



corner Brond and Fort atreetri. 



HOUSE AND SIGN PAINTERS. 
LKITICK — Paints, oils, varoislios, etc. 
Window glass and wall paper, 



HARDWARE. 
G. PRIOR 4 CO.— Hardware and Agrionllu- 
ral Implements, Cor. Johnson and Gov't. 



HOTELS. 
OCOIDBHTAL-ll to n.SO per day. 
management of Walter Porter. 



DOMINION— Popular prices; all comforts of 
higher prlco hotels. Free 'hUB; meals 23 CU. 

QDEEN'8— Am. and Europ. plan, cor. Store and 
Johnson Sts. J. 0. Voss, Prop. 



JAFAN COLORS. 

FOR CarrlsEe Bolldeis— Canada Faint Co. Ltd. 



LIVERY AND TRANSFERS. 

VICTORIA TRANS. CO., 21 BroughtOB St.— Larg- 
est stock of horses, carriagOH, etc., for hire. 

VICTORIA TRUCK & DRAY CO— Telephone IS. 



FUNERAL DIRECrOR AND EUBALMER. 
THOMAS STOREY.-Resldenco 104 FiSRUard, 
otUco 90 JohuBon. pioneer, estab. 20 years. 



TfllNING BROKERS. 
BEN WILLIAMS & CO., U Fort St., mining 
brokers and operators. Stocks and shares 
sold on commission. Correspondence sol- 
icited. 



NOVELTIES. 

GEM Raisin Seeder, Rotary Biscuit Cutter. 
Barber Eros., 51 Yates. 



OIL STAINS AND ENAMELS. 
BEST MADE— Canada Paint Co. Ltd. 



PLATE GLASS. 
R. LETTIOE, dealer in paints, oils, varnish and 
window glass; agent for Brilliant Sign 
Letter Co., aad Aspenall'i Enamel. No. 40 
Fort street. mrl7 



LACQUER MANUFACTURING. 

FOR CANNERIES— C.inadft Paint Co. 



Licence Antkurisiiuj (tn J'xli-ii-l'ntviiicinl 
CuMiHtni) i'j Oirri/ o/i i/i(.itni'.<.t. 

"Compariies Act, 1897." 



Canada : I 
I'lioviNi K or BniTisii Coi.usiniA.) 
No. 5(i. 

rums IS TO CEBTIFY that "Tlie New 
-L Golilfields of British Colninbla, Lim- 
ited," i? iiutlniri^t'd and licensed to carrv 
on liusiiu-ss ivilliin llic I'rovinco (il lirili.-^li 
Colmiiliia, ami to Ciirry out or I'lleet or 
aiiV of llie cil.jecls lu'ieinarti-r set I'ort li to 
wliieli llie l,Mri>l:uive ;i ii 1 1 i.irl l v ol" llii; 
islatiire (,f l!riii.-h ( ilinn liiii ("xlends. 

Tlio liead ollice ol tlie I'oiniiaiiV is situate 
at 'Id Leaileuliall 8Lieet, in the City of XiOU- 
don . 

The ninounl of tlu> capiUiI of tlie Com 
liany is nvo liinul.-td ami iifty tlioiiHiiiid 
pounds, divided into two litiinlreil anil lilty 
llioiisaad shares i ,1' one iioiind eni;li. 

The iieu'l ollice of tlie I 'oni paiiy in t liis 
Province is situate in I lie I 'i t_v ol' Victoria, 
and t alil\v<dl Aslnvijitli, u'emieiiian, whose 
address is .\u. :iO Ihoad ."-^treet, t.'ity of Vic- 
toria, is the aitoniey for llic (Jonipany. 

The nhjcct.'i lor wliiuh the Conipun}- has 
been estubli-shed are:— 

[«.J To ac<|uire in Britisli (,'ohiiiilila and 
elsewhere by piirclnise, leiiae, concession, 
e.xchange or otherwise, niltiirif; property, 
claims, water rifzhts, and als.) inchidirij: 
Lands, niiiies, niiiiini; rit;lils and rlaiins, 
minerals, oi-es. nulls, stamps, snieli in^; arul 
other Work- lor trcatiiit; ores and iniiierals 
and rerulerim: llieni niiuketable metals, iri- 
clmliii!,' aUo all kiiulsuf liiijidiii),', inacliiti- 
ery and plant useful or Kiipjjosi'd lo lie use- 
ful in miniiiij. milling, treatiiifj; or retliicinj^ 
ore's or inilieral.s, and any concessions, 
grants, decrccH, claims, rights or privileges! 
whatsoever, w liieh may seem to ilie('i)iii- 
pany capalile ol being turni d lo aceoiiiii, 
ami to work, develop, carry oiii, e.xereise 
and turn lo account the same, ami In dis- 
pose of any such conei'ssioiis, giants, de- 
crees, claims or privileges: 

To carry on all kimls of . 
business and, in particular in 
mines and minerals, to seek lor 
openings lor capital, uinl witli 
uiiy of the objects iiforesiiid, to iirospecl, 
enquire, exaiuini>, explore and test and to 
dispatcli and en!i)loy e.'ilpeJitioiis, commis- 
sions, experts or otfier agents : 

To carry on idl kinds id promotion 
business ani 1 in piiriicular to form, I'onsti- 
tule. ileal, lend money to, assist nnd cm- 
trol any ccim|ianies, jiartiierships, assuria- 
tions. or undertakings whatsoever: 

[il.'l T j ac'inire by )iurcliase, lease, 
lieence, or otherwise, ubsjlillely or couUi- 
tiiKially, the rights eillier gt-n.enil)y orex- 
clu.-ively, over any area or areas of or in all 
or any p;iteiu rights or proces.-^es or 
meelnmical or oilier contrivances useful or 
supposed lo hi' useful I'or aiiv ol' the pur- 
poses ol the Coinpaiiy, and lo' ileal with or 
itis|jose of the same ui' an}' interest Ihereiii 
respectively : 

{<■ i 'lo lay out towns ;ind villages nii the 
lanils ac.|iiired iir cniilrolled by the Com- 
pany, and lo c.instrucl, iiiiiintain, alter 
make, and Work r.iilways, tramways, tele 
graph lines, canals, rese-rvoirs, wells, aipie- 
ducts. roads, streets, hotels, boarding 
houses, dwelling houses, factories, slio] 
stores, gas and water wort s, jiiers. whiirvi 
hiiildiiig-, iiiac'lii iiiTV, and ullier works and 
appliances ol" every mitiin- and deseri iitioii 
which may he expedient ('r Us 
deemed to he cx pedienl or useliil for the 
iiiir]ioses of the Coiiipaiiy, aiiiltoeont 
liiile to the tost of nniking. providing, and 
carrying on. and workiiii.' Ilie sanii': 

I./. J To carry on any business, the r;irry- 
iiig on of which the" (,'oinpuny may thiiik 
directly or indirectly conducive to the 
development of any property in whicli it is 



lisliinent mid support of associations for 
tlie benefit of persons employed by or hav- 
ing dealings with llie (,'onipaiiy, niid in pui- 
ticiilar friendly societies: 

[s.] 'i'o carry on id I kinda of linnnclal or 
banking Imslne.'S, ami iu imrticuliir tu 
negotiate loans anil advances, to olfor for 
subscrijition, phice, huy, deal in, iniiku 
inercbimtable, sell and dispose of ores, 
niinerals, goods, bulliun, spt-eie, and valu- 
ables! of all Kinds, and nierchandise gener- 
iilly in liritish Columbia, Clreat Jiriiaiii or 
eitiewbcio, uuU lo receive money on deposit 
and to collect revenue of all kinds: 

[(.] To sell the undertaking of the Com- 
l)any or any part thereof for siicli consider- 
ation lib the C'oiiii.>ai)y may think lit, anil 
in jiarlicular for shares, debentures or 
secnrilie.s of any otiier company huving 
olijeels altogetliei- or in part, siiiiilnr to 
Ihime of Ibis Company. To distrihuli' 
any of the property of l he t.'onipany nnioa;.; 
liie lueiiibers in ajiecie, but so that no dis- 
tribution urnoulitnig to a reduction of cap- 
ital be miiile witliout the sanction of the 
Courl, where necessary. To unnilgaiiialt' 
Willi any other company having olijecta 
iiltogetlier or in |iari similar to iho.-eol 
this (;oiniiaiiy. 'Jo purelnise or otiierwise 
aeijiiire and umlertake all or any p:irt, of 
the business, properly and liabilities o 1' an v 
person or (:onij)any carryiiiy on any busi- 
ness which tills Conipaiiy is uuthorised to 
carry on, or poaiie.isecr of properly suitable 
for the purposes of this Company": 

I". I To make, acia'pt. indurse anil ex- 
ecute promissory notes, l)ilis of e.\chanL;e 
ami other negotiable iiistruiiients. To lend 
money, and in |iai-ticul:ir to persons hnviiig 
dealings wild the (,'ciiiip;i i: y . Tu raise 
1 nr.iiiiie:- as ilu' Company 




is as necessary as a pickaxe. 

No miner shoultl lie without 
Unaficctcd by extreme cold or heat. 
Send name and address on a postal card 



for f-l-o-paw 
free. 



illustrated cataloeue. 



Winchester Repeating Arms Co., 

NEW HAVEN, CON.N. 
418 Market Street, San Francisco, Cal. 
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STEAOI COFFEE ANO SPIC£ DULLS. 
ST£MLEB & SARL, Cofree.spices, mustard and 
baking powders. Pembrolte St. near Gov'. 



READY MIXED PAINT UtANUFACTUERS. 

BRANDS ESTABLISHED-Canada Paint Co. 



RUBBER STAMP MANUFACTURERS. 
BARBER BROS., 51 Yates street. 



PHOTOGRAPHERS. 

FOK PERMANENT PHOTOS Bee EYBB3, 

Yates street. 



MAYNARD'S ART STUDIO, No. 41 Pandora 
street, dealers In all kinds ol pbotogrnphic 
matarlal; yiows of British Columbia and 

AlQSkH. 

Eanie Bloek— Maynard's Shoe and Finding Store 
41 Pandora street; boots, shoos, leather and 
shoo Undines; "K" boots a specialty lel 



SEAL ENGRAVING AND EMBOSSING. 

W. H. PHILIPFB, S9'/4 DouRlos, nouth of Fort St. 



STEAM DYE WORKS. 
PAI.SLEY DYE WORKB-Tel. 110. The Old re. 
liable. Established 1885. 116 Yates street. 



counti^ orders solicited. 141 Yaies street. 



VARNISH MANUFACTURERS. 
RELIABLE GOOD.S— Cannda Palul Co. Ltd. 



WHOLESALE AND RETAIL BUTCHERS. 
L. GOODACRE, Contractor by app't to Royal 
Navy and Dominion Qovemment. Tel. 32. 



THE BRITISH COLOUBIA MARKET CO., Ld., 
GoT't and Yates Bts.. Butchers and Paekera ; 
wnolcsele and retail dealers in fresh, salted 
and smoked moats. lard. etc. ; brAuch.Vano'r. 



WHITE LEAD AND PUTTY MAN'F'RINQ. 
OOP. OWN MAKE— Canada PalntCo. Ltd. 



.1. T. Jones, I'res. John Lyons, Vlce-1'rcs. 

'1 lies. K. Ljiins, Trcas. Lilwm Shaw, Hec'y 

Authorized tv the .-cerelnrv V i': Treasury 
CAPIl AL SI OC.K, *ioo,ooo, iuUy I'aid L"p. 

American and Canadian 
Customs, Bonding, Warelionse 
and Transportation Company 



H U A <1 l»M 1 . 



J'riiicfj'"' 0//ice at 



JUNEAU 



ALASKA 



We am prepared to act as cnslomn Brokers, to 
receive conslgninent-i ol all kinds ol lorelgn 
merchandise and fcU'cets Ht any of the polnt.s 
named, (flour same through the Custnnis 
llousesnnd transport same »n bond ihrouKh 
the riilted States Territory, and are also pre- 
luireii to bond American poods throncrli 
( aiuidlan Territory toCJlu le my. Forty Mile 
imo other j)oliita In the United KlatcH in 
Ahiskti. 

We have contracts -with nil the transportation 
romiiHiilos, wlucli oinihles ua lo give our 
patrons the best llgnres on transimrtallon and 
saves expense of special cu.stoins convoys 

Our cbarL'Cs for IioiuIh and clearances aio ns 
leBEoaable us they ciiii 1ji> iniule. 

Forlurllicrlnloriiinllmi caller iiddrc'^H nuy nl 
our axencles, or the licml ollice, JUNEAUAUSKA 



GHAS. HAYWARD, 

'^FinieialDidorandEinbaloier 

^'too Urirotrt and beat EjipoIirCol tmats> 
fajslBg Kutttbllshmutti Li t5i« PTavluo. 



interested 

Iv.j To sell, improve, moiiaee, develop, 

lease, mortgage, dispose 01, or atherwiao 
ileal with, all or any jiart of the property of 
the Coniiuiny : 

[h- \ Tu in-os[iect, explore ami develop the 
resources of the said lands and heredita- 
ments by huilding, olantiiif,', cleiiriiiK, 
mining, a:id otiierwise dealing -with the 
same, and to stoclc the same orotherlands, 
to out nnd to sell tinihcr, and generally to 
mine and ciiriy on all sorts of mining oper- 
ations in Liritish Coliiiiihia, or any other 
part of the irlobe : 

|/.|To pureliase, lease, or otherwise 
ac'iuire, settle, ininrove, c.,Ifiiiize, Inrm a el 
cultivate lam N a ml hei en iiimeiitain British 
Coliimliia and elsewliere: 

!/.] To stock the same or other lands, nnd 
to l.reed and ih-iil 111 all kinds ofslMck, 
cattle, sheep and produce; 

Tu work and carry on all or any 
mines, works, nnd properties from time to 
time in possession of the said I'onipaiiy in 
such nuiniier ns the Hirectors lor the time 
being may ileierniine ; to erect nil neeen- 
sary tnills nnd machinery and appliances, 
.smeltiiiL' Works, lalioratories, wurkshnps, 
dwelling; lious-e-, andother linildin;,'s ; rim- 
struct, iiiaiiilaiii, and alter canals, rail- 
ways, water-courses, tram ways, telejcraidi 
lines, o'- any oilier lines or s> .stem of com- 
iiiunicalioii whether by leleKrani, tele- 
plioiie, plionofiraph. jdionojiliDiie or olinT- 
wise. by electricity, or by [inetinialic force 
or otherwise, reservoirs, wel Is, u<iue<lii: Is, 
eas and water work.s, drainage works, irri- 
gation works, wharves, niens, and other 
wi irks of everv nature anil descriptiuii, jni r- 
chase, rent, hire, or charier win-'iiulih, steam 
or sniiiiiir sliijis. III en li'r il ito and carry 011 1 
such colli I'aet- and a i raULn iiieii Is asiiiiiy 
he deeiiieci iirce...sarv iiiiii ■ lesi raljie In eii- 
ani" llie ('oni|iany to carry on il.s business. 
aiH I lor the general coniliict and uiunaj;e- 
mi nt of Its atlairs and the doing uf all such 
other ihiiiKs as may be found incidental or 
c onducive 10 the lUlaimiieni of the above 
iilijeets. wliellier in liritisii (,'ohimhia. 
< Ireat Hrilain <ir elsewhere: 

I'll buy, si-ll, iiiaiiiiraclure nnd deal 



■liattelM> mill clleets 

ir reo liir.l liv th 
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\- si-tlh- I 111 I he ]ir'>|iei ly 1 if 1 1 
ly, iir liy ol In-rs, and fur i hat jii 
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1.1. To imreiiase, l.uilii, cliiirli' 
,1 leiiher on colli lui ssi on nr ol I 



emeiil,- 
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HIS Wll 



I'll, repair, let 
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II kiiiils , 1.. i-a 
lers iiv laud an 



ml li 

^hi|IS 



^ mid ve> 

hii.-iucss 



runt, ji'iri 
,f any pro 



)ierty nr 

p- ivilrj.'i- 111 nil anv I il i\-ei-ii men I , liiitr-.li. 
I '110111:11 III l-'iireijoi, ami to iierforni and 
li.liil Ihe lermsaiid cunditions: 

To obtain any .\ct of i'arliaiiH"" o' 
law or order of any Colon iul or Fuiei. u 
Ix'gialalurc or Government for enanllng the 
Company to carry any of its olijeels into 
cll'ect: 

fp.^ To promote, form :ind re;rister other 
com|iame:i ill Ihirdaiid or in any Colony, 
ili ]iiMiilciicv. l\,rri::ii cuuiitry, stale or l-er- 
ritory. lor till- pui|iiisi' of ac^u 11 i iij' al I or 
any uf the )irojierlv and liahilities of tlii-j 
Coni;iaiiy , or lor all or any of the objects 
meiiiioneil in tlihs Meinnrandmn, or foruil- 
vaiiciiig directly or iiidireclly the objects 
or interests iherpof, and to take or other- 
wise acipiire and to underwrite and hold 
shares, debentures or other sccu ritios, in or 
ol any siicdi company, and lo giiaranleo 
Ihe payment of any ileljeiitnres or other 
securities issued by iinysiudi company: 

t7,| To take or otherwise iuiiiuire ami 
hold shares, clelieiitures, honil.s, or other 
seriirilies ol or in any other coJii])aiiy bav- 
in),' objects nllogetlier or ill pari Biniilar lo 
tiiosc of this Company, or currying on any 
ImsinesB capable of being conuucted sons 
directly or indirectly to benefit tliis Coin- 
Jiany : 

I-. 1 To enter into iiarinership or i nio any 
arrangement for slmring proli Is, union of 
liUerestH or co-operation with any ]ierson 
or com|)any cari iii); on or about 111 carrv on 
any liusiiiess or lransac:tion capable ol' he- 
iiiK condiicteil so as diieel ly or i ndircctly lo 
heni-li t this ( '0111; lany, 11111 1 to take or oiher- 
wiscaeipnre ami hold .sliarcH or slock in 
any such company. To aid in lliu eslab- 



j( I I'o aci|iiire ]iatent riglils anil pri- 
viii-jies in the I'liiteil Kingiloiii or any other 
coll 11 try or Colony or State for any purposes 
deeineil to lie nsei'ul lor the I impaiiy , am 1 
IM resel I the sunie or mm the saiiietiiae- 
cou 11 1 by man ul'ael iiriiig thereunder, grant- 
iii^' licences or otherwise ; 

|ic. I To lend money to any com]mny. 
pariiiershij), jiersun or association, upon 
security of llieir m- his undertaking, pro- 
perty, eslute. ns.'^ets and ellects, or any part 
thereof, upon siicli leniisnsmay hedeeincil 
e.\-])edieni, ami lo lake >iirli MMUirity either 
in Ihe shape of an irlga,i;es. iiiorlgage ile- 
ben lures or in any nlliei lorni, or to lend 
nuiney in liri tish' I 'ol 11 in hia cm- Creat Jlri- 
tiiin or elsewhere with nr willioiit security, 
'i'o make doiialiiiiis to .such persons nnd I'li 
such cases lis may seem c>:peilieiit. and lu 
subscribe for any purposes whether charit- 
able or benevolent, or for any public, gun- 
ernl or u.seful object ; 

(j .) To pay the costs, charges aniJ ex- 
penses of, or in connection with the fornm- 
tion and incorporation of llie Company, 
and to remnneriite any person or |ie'rsons 
h )!■ services reiiilereil or Id fie remlerei I 1 o 
the ( 'onipany, i-illii.a- in c:i>li or 111 shares ol 
the C'l-impativ, ciUier \\ Injlly or]iait:v paid 
up: ■ 

(y.) To est ahli.-li ami mainlaiii a;,'encie.s 
of Iliihi Coni]iany ill any cidony or forei;,'ii 
state, and lo procure the Coiiipany to he 
registered or incoriioraltd in any colony ur 
foreign stale: 

(.-.) To do all sucti tilings asa'c incidental 
or conducive to the uttainnient of llie above 
objects, either alone or in partnership or in 
con junction with any )iers< 111 . ir 1 ilher asso- 
cintlon . and eii lier a^ ]iri acipalr, or iiLreiii s , 
ami iiieluding a power In j av lirokera,','e or 
coiiiiiii^-iion fi ir services renilired in obtain- 
ing or giiaraiiteei 11 g oi- 11 nib' r writ lag capital 
for the Coiiiiiniiy or otherwise. 

(-iiven uniler mv hand and seal of olliee 
at Victoria, Provfiice uf liritish Columbia, 
thii 24th (lay of January, one ihousaml 
eight hundred and ninetv-eipht, 

«. o I e V \i>/ ,/ 1 




m 

PARTfES, 



tVSACO'JCCHIE'S PATEfJT .ARftSY & MAVY RATIONS 

arc ,1 co-nbi.Tirion of choice Meat and Vog'ctiblc';, 
Inrnu.i;,'- !;:: J U:;;i :,-J, mifi il.ou,'-,, r-nd s.ivoury ntcal, 
v.'hicl: r-\-i i) ; c.-.-.cn h jt cr coli. Hot i.i a 
fev/ mm ate;. 



MACO.\OCl/!a'S fo:jds arc 



:hal rnoiu— caa huy. 



° ° London, EIMIGLAWD, 

Manufacturcra of Jamn, Jellies, Marnialado, 
Bottled Fruits, Jolly Tablets, &c. Pottet: Meata, 

Piltos & Camp Plos, Soups, Sausages, &c. 5? 

I • 130 Golci /iI■JC^a[!5 .iiiC> 1l3irtbc;.^t Zhvar^ii. y 



OVER SEVENTY YEARS' ESTABLISHED REPUTATION. 



(US.) s. Y, wuorrox. 

ja:i7 ItegUtmr of JuiiU Stuck (.'ohi^ki mV.i, 



ISTOTTCE. 

Notice la hereby given that application irll) 
be made to the LeslHiatlve Agflemblyol the pro 
vlnceol Brlimh CoUimlila at U» next sesalun foi 
an Act to Incorpornic a compnuy with power to 
construct, equip, operwo liy any kind or kind f 
o( motlvu power, and mnmtalii either a ptaad 
ard or narrow Kaiige railway lor the purpose ol 
conveying passengers a:iil frelt;ht, Inclnaiiii; all 
kliidii of merchfiiKlho, from a point at orneai 
Portland Inlet or I'ortlimil Canal, Cassier Dis- 
ti-ict, British I'olumlilii by Die must direct and 
feasible route 10 a ]ioiiU M or near Teslhi LaKo; 
and with power to I'oiistrnet, eqiu|i. operate 
and maintain braacli Ihies auJ all neets-ary 
roads, bridKCs, wajs, ftrriefl, wharves, doeliB 
and coal bunker.s; aud wlih power 10 build, own, 
eiiulp, [operate ami maintain steam and othoi 
vessels and bouts; and with power to bmlU, 
eijUlii, operate ami maintain tolfiifraph anil lelo- 
phouelliies in coiiiicrtloo with the Raid rnilway 
and branches ; and to carry on a Konenil e.v press 
business, aud to build aiidoperpie nil kiinlsol 
plant for the puriKJSO of snppl)-l!ii; Pk'H, heal, 
electricity or any kind of inoiivo innvcr; anJ 
with power to e-tiiroprlate lands lor the pnr- 
Iioses of the eom|ia:ij; and to aeipiire huida, 
bonuses, pnvlh'ijeH, or oiber Bids from any 
governineiil, municipality, or other persiuis or 
budieH corporate ; uiiil to iiiKke iraP.ie or other 
nrraiiiremenls with rall\' iiyii HiearribniUsor otnor 
com (laiiies ■ and with iiovver lo lnillil wiu;ou 
reads to bo psed In the iioiLitriirmm ,il suoli 
ralhiay iinil la advance ol the snine, luiii to levy 
nnd eoileet tolls froiii all parties usiiu: and on 
all IroiKlii passim; over any ol siieh roads buill 
by the comiJiiuy, whether biillt before or after 
the constrnctlon ol the riiilivay; and with all 
other usual, neeossiiry or liiclileiilal rlghtH, 
powers or privUeKes iis mnv be uecestary or In- 
cidental or coiulneivo to the atlalnraout ol the 
above olijeels ar niiy ol t.'inn. 

Dated Kl the ( liy ol Victoria the 4th day ol 
August, A,U. IKu. 

HL".Nri-:K Ol.lVKR, 
au5 Holleltors lor tiie Applleniitp 





m t-3b. PATEP-^T AiR-TSGHT T!NS„ 

EXTENSIVELY USED ON THE MINING CAMPS OF AUSTRALIA 
and in SOUTH AFRICA. 
A Large Amount of Nourishment in a Portable Form. 

LUlbLi KEEP Indefinitely, 
l4ot Affected by Damp. 

" Conlaiiis all llic clcmcnls oj food in an easily digested 
form!' — Dr. Goi^don Stahles, M.D., R.N. 



" Tins Food may l>c used with advaula'^c hy persons 
n'L'rs." — Sir Cii.\.s. A. Camickon, M.D. 



of all 



JOSIAH R. NEAYE k CO., Manufacturers, FORDINGBRIDGE, England. 




Han! 



is 



strength ? 



j;r. eo iriHi a \v 1 leal ion 
Uio h>'|;lslall\e Av.-eni I,: v 
01 llie I'rovineeof Billlsii (.iilii iiiiiii, n i hs next 
session by the (.'owlcliHii Luinlier I'onipiiny, 
l.liniled, for iin A.'i in empower the said r i.pli- 
CUIUS 111 exerehe In the I'rnvinee ol Britl>n 



Where is the vigorgivon yon by natiiret Where ia your manly h.'.srim,', your 
hearty grasp ol' the liaiid ? Have you wasted it in excesses and dissiiialion '.' Is it xone '.' 
Is tlie world full of bitterness to j-ou 7 Are your days spent in brooding over your trou- 
ble and yonr niglits in restless tossing. • 

DR. SANDEN'S ELECTRIC BELT. 

Let hope spring in your heart, for lliis grnml remedy will restore your strength, 
c.iiiiidence, seli'-esteein. Kenil how it is done in the book " Three Classes of Jien." 
which will he scut to you closely sealed, without marks, free. Don't put it oil. Address 

DR. A. X. SANDEN, 

ISO SI, Jamea Street, laOllTItBAl,, Qttebee. 



ll u 



. Kriialed lo the 



ilci,,a-l. 
iidr ehar- 



iivMiiy I 

ler uiicer uic oie.Ht -ei-.l ill CiiiJiKlii, leul ^'^^ivi'- 
hilly to eiiip.iwiT liie said coaipaiiy lo coli-o iiel 
mil! iniilntdlli a repiiillic d'lni ami 'uen wiirk- 
iu ciiuaeeiioh therewith i\» are hereiiiM r re- 
lened to in or upon llie C<iwlelmu Kivtron 
-ei tiuii 10, Knugo V.,QuamlchBii Uialriui, upon 
I iiidi silo auri iiccording to guch plana and 
1 |.ecllleniloiis m EliHll huTc leeelved the ap- 
prnvaliif the Lleiitennnt-Governor in-CoiincIl, 
mid lo c,>Il.^trllet, mHiiileln and oieiale a 
double or i-iii^le Hue of traniH-ay of Hueh Hain't 
lis tliey uniy ,leetn ndvlsa hie, wll h iiecessary 
r.lilo lruek.s nnd turn ouls. nnd lo bull. I loeU^es 
mid creel, ni'ipji re iin J iiiniiil s In lelei; epli'ind 



telephone 1 ! 



l.ir 



lOii ,1 I heir 
ti e siiii: 



111I tr 



, siib- 
iiiy 



1 .1. ■Ills 



.1 \V( 



iliver.oil He:-liiiii 11,. K-mu:- V. 1 ) 1 mule '1 -i 1; Hii. 
inel about T.-iO f.-et iiIhivij llie :'-iii;mi load br^du'c 
nerii.-s said river 1111 .stetldi' l.'i. Kaiijie V. olnnid 
district, iliciii'o In an easterly direction follow- 
ing north bank oi said river and ImorBectlng 
the lino of the Ei>iinlmalti<E Nauaimo Railway 
and at such adlstaace from taid river aB will 
iiil'ord the most oonvenlpiit route to a point at 
orueartbejnoutli of Eald river with all the 
iismil powers nnd prlvlletcs tni Iclental to the 
eoii-trnctlon anil operathm of such works with 
power to Slid eiiiipiiiiv to use the water or 
waler power lo be e rent el bv the erection of 
siieh retiiliiiiif; (lam Iiir proiliii inH any form 0/ 
power or for nenernll 1; electi i, ilv fer the pur- 
pose of llghl, heal nnd imwer, imd lor all and 
every purpohe mentioned in Heclions so, .si, H2 
and b3 of the Water Ulaiises ronsoUdiilinii Act, 
1S!'7. and to <lo ovi-rythi ii),' mcesaury or incl- 
d?iital til the ("irryli i; iiin of all 01' any ol the 
iibjfcls rcfe.-ri d to 1 11 r.. i 1 r..<'; oils and to enter 
i!p(in survey |iiire>ii;i, end expropriate Iniids 
for the piirpiiscs of till'! works, aud K) t,hal tho 
pioviBlouH ol the ' rii hli Uoluniblii Kailrvay 
Act as to e.vprnprliitiiiii ol lanils shall apply (or 
the right lo lake limber, slo-io, gravel and 
oilier materials lor use and oonstniotlon ol 
Slid works; lo levy and collect lolls 
liom all pasHongers and In roEpeot oJ 
all frelglit ennlert upon Riich tramway 
as the eoniimny eniv hv rcKiilntlon direct: lo 
eonlriiet for siiinilyliu; water ami electrlelty tor 
domestic, liidusti Inl end iiKiieiiltural piirpofCH, 
and to dii all lhlii(;s which 111 ,iy be necessarv 10 
cuablo llie said cnmriany to ciirrv iiir sneh con- 
tracts within hiicIi llmil.i, and siiblecl to i-ncli 
conditions as may he iircBiiriberi by tho Lieu- 
tenant Governor-ln Coniicll; and to clmrp'e and 
co'lcet roaeoiiable tolls and ehurees thcrelor, 
l.>ttted IhO "27111 day of .Iiiimiiry, l.^'.i.S. 

UllKAHK tj. h'UKABlC, 

(SoUcilora lor the Applicants, 




Expects Every 

to Do iiis 



. ^ 

tEElEcrEDOlDBlEtlDEO 
GLENUVET 



J J 



BY DRINKING 





WHESWATSORi! 



OBTAINABLE THnOUGHOUT C«NADA. 

..'.,•!■;;.'; Joi liritish Columbia— 

EARStVSAN & CO., 

37/39 Langley StFoet, VIOTORIA. 



.P. RITHET&CO. 

WHOLESALE MEIICIIANTS, 
Wharf Street, Victoriii, B.C. 

Groceries, Wines and Liquors 
KLONDIKE OUTFITTERS & MARINE UNDERWRITERS 

Agents for the P8«lllc CobbI Steamship Compauy's 
Direct Steamers to ail Kloudilie Foiutc'. 



.f. B, Perry Keceives a Letter Stut- 
ingr an American Host Are 
Couiiiig' Here. 

Another Kush of Miners From 
Across the iJorder— Their Favor- 
able Opinion of Victoria. 



Northern Shitea v.-eet of the Missineippl 
river for tlio Klondike. iMr. J. i'erry, 
of the Sheet Metal Worke, liioati street, 
lind this informHtion conveyed to biin 
l)y letter from the railway uiit" in iiiieB- 
tion, whose name, for obviouE reasons, 
is withheld. The letter moreover sttites 
that two carloada of gold hunters from 
the Stntes of Indiana aud Kentucky are 
now on the way to the coast and that 
many of these, owing to information 
tbey have recently received, will outfit 
entirely in Victoria. 



KWGIJSH 
BREAKFAST CO.COA. 

Po3sosscis tho followinaf 
DIstlnotlva Ivtorits: 

DELICACY OF FLAVOR. ^ ' 
SUPERIORITY i.n QUALITY. 

GRATEFUL and COMFORTING 
to the NERVOUS or DYSPtPTIC. 

NUTRITIVEOUALITIirSUNnl^/ALUED 

In Qup.rtor-Poar.cl Tins only- 
Prepared by JAMES EPFS & CO., Ltd., 
HomoBopathlc OhomistB, Uonaon, 
The already large crowd of miners and Englond. 

prospective miners outfitting in Vietoriii 
was augmented yesterday by nearly two western tailwr.v, will during the 
hundred, most of whom came from] next three montha" etiut out from the 

across the border. The steamer City of - . 

Kingston brought in a motley crowd of 
one hundred and hfteon, and, in accom- 
modating these, the hotelkeepere had to 
solve a diflicult problem, for most of the 
city hostleries are alreiuly well liUed. 
However, with the recent great rush ol 
strangers to this city, a large number of 
lodgintr houses have sprung into exist- 
ence, and several enterprising hotel- 
ketjiera liavo aleo leaseil untenanted 
iMiildingo, BO tliat most of the gold seek- 
ers Uually secured aecouimodiUion. 
lerday'e arrivals were in one respect 
(liiilo iliU'erenl from tlie preceding ones 
— tho iiKijority of tliein (Mine from the 
far l-^aat. iMichii'.an sent uh two large j 
partiee, the mem here of which are hardy, ' 
robust-looking wcnkmen, who are 
bound to do well in the frczen Xorfli 
having been accustomed to hard work 
aud a frigid climate in the East. Tlien 
there were men from New York state, 
overflowing with enthusiasm, shrewd 
Vdnkees from Massachusetts who aecer- 
tuined in Seattle that they could outfit 
to bettor advantage in Victoria, anil 
several parties frooa the Blue Grass 
state whom the same inducements 
brought over liere. 

It is interesting to note from day to 
day the changes in costume ati'ected by 
the 111 gget te^kers. A slight indication 
of haril weather brings out fur coats and 
c'-pa and heavy mackinaws, a mild day 
ib taken advantage of to air bright col- 
ored sweaters aud tho latest style of 
Ivlondike hat; while yesterday the 
miserable drenching rain brought out 
the inofet appropriate article of wearing 
apparel yet seen — the ever serviceable 
" slicker " or oil coat. One here pre- 
dominated, a bright yellow, and hun- 
dreds of hardy looking men wearing 
ih<3se, lent a brigiit aspect to the other- 
wise diemai scene. Oatfitters again had 
al 1 they could do to handle the o.rdere 
which flowed in from all quarters, and 
Collector Milne issued so many licenses 
tliat ho can without doubt lay claim to 
the title of " the busiest man in town." 

Among the parties which arrived yes- 
terday is one fropi S.m Joep, Cala., com- 
posed of Capt. V. M. I'ierpont, 11. 
Broome. T. \V. Wright, J. M. Cowan 
and W. W. liublc, who are registered at 
the Dominion. As has been the Cice 
with nearly all their countrymen, they 
visited Seattle prior to coming here, and 
find that tliey are saving a good round 
sum ou their large outfits by doing so. 
It ie expected that several more large 
parties will arrive here shortly to out- 
tit. 



A WOMAN 
TO WOMAN. 

Slie Has Reason to Believe 
that Paine's Celery Compound 
is the Best Medicine 
in the World. 

Mrs Allen Has Mi Herself of 
Nervoisiiess.aEJ Neflralp. 



Letters oi inquiry as to outfitting con- 
tinue to pour in upon local merchants 
from every part of the United States. It 
is a significant fact, indicative of the 
spirit of incjuiry abroad that many of 
these letters come from parties located 
at tho so-called head points of tiie out- 
littinc trade in the States. For instance, 
W. (i. Cameron, the Johnson street 
clothier and outfitter, has among mauy 
c'ltumunications bearinir on outfittinK, 
received the following from a Tacoiua 
party: "I represent a large party of 
lainere of this city, and before ou fl ting 
we would like to have S Jine of your price 
lists on .Alaska outfits. Vour book, 
' Klondiki! Information,' witli wanes, 
t-lc , would bo thankfully received." This 
ia but a sample of hundreds of letters rt* 
ceived here during the past fortnight. 

Ten thoiisand people, according tn tho 
truvell'iij; pae.^eimer a;ent of nil .Aiiu'ri- 



'■Fco Tpial To Any Honssi Mao 

S.< f 

1 Ijc Foremost Alcdical Company 
in th«s World in the Cure o/ 
Weali Men iVlakes tliia Offer. 



HEALTH AND ENGRGY ASSURED. 
HAPPY MARRIAGE, GOOD 
TEMPER, LONG LIFE. 




She says: 
"After Using Seven Bottles of 
the Compound I am Well and 

Strong." 



Paine's Celery Coiniinuml Gives 
Health and Good Looks to 
Sick Women of Every 
Age. 



'Wells Richardsui Co. 
IJi;.iu SiiLs:— it gives iiie great ploaHure 
to testil'v to the tact that Paine's Celery 
Coiiipoaiid has caused a remarkable cbaime 
in my eoiulllion. I'"or ten years I su tiered 
IVoiii nervousness and iieuralf-'ia, and have 
iisi'd iiiedicineH ol'all kinds without lindiiig 
relief. 

Your Paine's Celery Compound was recom- 
mended lo me, and alter using seven bot- 
ths I lind myself will and strong, and can 
rest and sleep with ease and comfort. I be- 
lieve it to be the best medicine in the 
world, aud 1 always recoiniuend it with 
pleasure. 

Yours truly, 

Mas. A. Ai.i.EK, Ramsay, Out. 



SOFFOCATED BY GAS. 

A Silverton Man- Found Dead in His Bed at 
tbe Australian Hotel. 

Parker MoKenzie, who arrived in 
tiwn on Saturday from the Sound on his 
way tn the Klondike, was found dead in 
his be 1 at the Australian hotel yester- 
day afteruocd, the result of leaving tho 
i^as jet open after the flame 
hid been extinguished. JIcKenzie had 
gme to lied late on Sunday night, 
and yesterday afternoon Mr. Macdonald 
in paBsinj; alouR the hall smelt tras es- ■ 
capinp. This led to a search and Mc- 
Kenzie's door, which was locked inside., 
was opened, the unfortunate inmate 
being found dead in bed from the fnrces ■ 
fr )U3 the open gas jet. Either Mc- 
Ivenzie on retiring blew out the' 
gas or else after closing the 
jet nli' he inailvertently opened it again. 
McKenzie came from Silverton, Snoho- 
mish county, Washington. Apparently 
he waa about 35 years of age, and froiu 
papers in his possession it was learned, 
that he was last year road superintend- 
ent in district 7'2, Snohomish countv. 
He had come here with the intention "oS 
Iiroceeding to Dawson City. A post 
mortem will bo held to-day and the in- 
(juest will likely be this afternoon. 



So inncli d.M'optlon lias liecn practiced In ad" 
T(irtipiii|.r iliiit lliiH ^rHTul ritil cninpaiiy nowfor Ult 
tlret tliiio iiiiikus tliT.« HtartUiii; offer ;— 

U'hay frill sanil thuir cu»tly and mogically fiSeo- 
tlTd appllancp iind a wbolo inonUi'8 courBO of rs- 
ntorativo rointxlliis, poHltlvely on trial wUbom 
uxiioiiNo to tiiy hiint'St Hud reliable man I 

>.nt u lUillnr ii«cd lie advauced— not a penny 
iiiilil-tlll ni.iiiUa ura known to and acknowledged 
by tilts piitient. 

Till) ICrlo Mcdloal Company's appliance and 
rrinttilicn Imvo buuu talkrd about and written 
iLboiit 'iJ over Ike world, till every muuiiaa tieord 
of tlii'in. 

Tkoy r^atore or create strength, vigor, bealtli} 
tissue and new lite. 
They quickly slop drains on the tystcin thataaii 

tho inw.r^y , 

TIh'v (Mirn norvniiTiPFfl, d'^ppniubMiry unit nil 
tlicnif.'.'ts ,,f ,.vll liiil.it", ■■t.-i -M H, work, clfi. 

'J'hiiy kIvii full Hlrciuttli. ili'V< l"|inii'iit liwil tune 
to i)v(!ry piii tlDii ftii.l Dii^iin cf tl,.> liuily 
Failure U tin]ini^6lblo nnd n;;o 1» 110 hurrior. 
This " Trill". wUbout Kxiieiino " offc r Is limited 
by tho company to 11 pht-ri tluio, raid uppliciitloii 
must l)fl mrtdo at oricn, 

I). P''hi-nii«. no liojjuF ^ihil.mtlirnpy nor 



<L;h lluuitclal aud prulC'S- 



dcf Clltio 

tlon liy :i 
Blonii*. Ht.'lTullntz 

Wiltn ih,. KKIK .MEDICAL COMPAOT, 
BUFFALO. N V ., iinri ii-fcr to eveliig tho acconut 
ot tholr uUcr i '■ ibUi p;:pur. 



Attractive H'omeii. 

Why i.-i one woiiian attriictivi' and .Tnotli- 
cr 1101 ■.' 'J'lic mosi luliiiiriihlc aii.i aurnct- 
ivc thill),' iiboiu an atlnietivo woman is Iter 
womaiiliiieas. ICvi'iyhody ailiniias a 
womanly woman, she ni'iisl have lieaitli 
of course, because without it she woulii 
lose the brightness of nor eyes, tlie nilliif«s 
ol her clicek.i and her vivacity. Jt-al 
health must mean that a woman is reailv 
well aM ill every other. That .she is capable 
ol i.crloriuing the duties of iiiaternitv 
.^uiiie ,ire horn with what is called " con- 
tilulioiiu! weakness." Tliose wlio do not 
enjoy i.erlect lieultli, need onlv take the 
lo-iper iireeaiilioiis and the proper reinedv 
10 lieeonie iierreclly well and stroll" Dr 
I'leice'a luivoiite I'rescription will et'ire ii-iv 
(K raiijjemeut of the distincily leniini'iie 
ori;aiilsni. 

.Send 31 one-cent stamps to cover cost 
- muiling <m/i/. and receive a copv of Dr 
rc i 's .Medical Adviser. Address) World's 



J 

1 lisiieii 



ary Altdical Association, BuUalo, 



fittsburg Fire. 

PiTT.smiRG, Ftfb. 12.— Three morn 
bodies weie recovered to-day, making 20 
60 far. All the bodies were bruised and 
mangled. They were found close to- 
gether. 



f^2^:- "^l*-* 



For Infanta and ChiltireD. 



c.n.!!tj 

i;.:;iciuis 
cf 



VuUoii Miners. 
Don't foruet to get your sheath 
knives, |iocket kniven, cainiung kfiives 
compi'.sFes, liair-cutting seisBorp, inonev 
belts, 'i"inerp' ulHsiieB, snow ubooou 
an ondlesp variety of necessitieB irm " 
Fox's, 7« Government street. » 
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I THE GOLDEN NORTH 
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8 $Iei<$t?5' Cold Scales, 
§ S90U/ (jiasses. 



M m ST. 



g pael( 5trap$, 

8 lee <5reep^rs, 

S90U/ SI;?oe$, 

1 Qou/ Boy flat$, Cold 
8 Bac^s, U/ool^9 

g Joarfs, Cloui^s apd 

§ (r\itte95 of Euery 

8 D(^S(;riptioQ, Etc;. 



....THE BEST 



Mackinaw Suits, Corduroy Suits, Waterproof 

Irish Frieze Suits, Canvass Wool Line'd Suits, 

Canvass Coats, Sheep Skin Lined, Full Lines of 

Waterproof Clothing, Best Wool Blankets, from 5 lbs 

to 14 lbs, Gum Boots and Heavy Mining Shoes.— -We lead 

the trade in Moccasins-— Sleeping^Bags, from $2.50 up. Oil 

Blankets, Oil Bags, (our own make), Lleavy Wool Germany 

Socks, Full Lines of Wool Underwear, Fur Coats and Fur Robes 



5f?e OQly 
Ex(;lusiue 

Outfittipi^ 

Jtori^ 

irj l/ictoria 
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NOTE ADDRE55: 44 YATES STREET 
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. {oyul aiukes the food pure, 

wbolesome and dellcloos. 




POWDER 

Absolutely Puro 



imvH DAIOWO POWDEW CO.. NiW VOim. 



Miss Nellie Cashmau the First White 
Womau iu Gassiar's Mines Visits 
Victoria. 



Spent Her Life iu Miniuar and Will 
Search Now for the Yukou 
Mother Lode. 



XBU THEKJflOmKTEK, 

Ebqtjimalt Station, Feb. 13, 18U8. 
Keport for il hours ending 9 p.m. 

The velocity and 
direction of the wind 
were as follows * 



5 a.m.— ^alin. 

1 p.m.— IG W. 

9 p.m.— 20 8. 

Rain— 1.01. 
Cloudy. 
No sun. 









I a.m.. 


42- 


! 


6 a.m.. 


13- 


Menu 
■17- 


9 a.m.. 
1 p.m. 


50' 

Ol- 


HiRhest 
5'2" 


6 p.m.. 


io- 


Lowest 
•12- 


Bp.m.. 


•17' 





Barometer 9 a.m. . 



(Observed 30.150 

iReduced 30.117 



KLONDYKE MEDICINES^ 

Provide against sickness In camp wltli 
first-class drugs. Take just enough 
and only the kind necessary. We have 
had 3.') years' experience and can be 
relied upon to supply What Is needed 
Bt ruasouable prices. 

Thomas Shotbolt, 

Pioneer Drag Store, sg Johnson St. 
■ Open till 11 p.m. dally, except Sunday. 



PASSENGERS. 



Per Bteumer Kingston from tlie Sound— 
F Fooler, W () Harris, J \V JIcUiu'i-, K Ef- 
liiisoiila, ]■■ Oslram, U O.strani, I) Mc'liiuis, 
J) McCuU.mi, M K Lohenstein, W H CJrif- 
lin, H Ui'diliii, S Foster, B Olsen, A Mc- 
DoiiaM, A Curiis, 15 L Clarif , W Gross, N 
AiiK'iocl, II Wc'lcli, H H B.icon, A. Nadeau, 
W H lilack. Miss Fulni(.'r, Mrs Cushinj,', A 
Marliii, I) (ii-osH, Joliu Croft, OSinith, II 
(J NiuK, W l.iiuUay, I) Kiiilcy, J Kinluy, X 
iCiiily,' Miss .1 rollocK, C W litisli, J L 
Loif.'h, C \V .Mack, F 1! ralinur, M .Strau.ss, 
W Fri.sijn, \V (irillorth and wife, II (^ai- 
niody, I'. J. l'ier.son, Mrs Zuzach, li Will- 
iams, NliCliapmaii, M Mooju'r, F .lolm- 
KOii, M A Johnson, A PSchlitz, Jaooi) Ful, 
A Bravier, V Runneolc, Jolm Hunton, J 
Horner, F Curaberth, Wm Greig, K S Hi rn- 
enway, G W Williams, G H McMillan, A 
Smith, M McDousall, Mrs Thomas, F 
Lacev, V< H tn-iiiKton, G H Collaniler, W 
A Biick, M J Norney, A Face, J liyrun, 1' 
rcturscin, J .Si'hva, J H lloonc. 1' Rhodes, 
J l<'liiitniirc, .1 .1 Lyon, Jus W O'Neil, M 
Conneliv, A W'alhveiiilit, .1 Liberty, M. 
Ariiistrunj:, I) W Witrook, A li Whiliiif;, 
J Cliri>tii|ilu-r, U Cooper, Mr.s Millet, Jlrs 
Khaw, 1' .S Anderson, Jus FliekeiiKer, C 
Georu'e, .V liriiuie, A Christor.her, .\ Wiil- 
iamsVL Brown, B Loving, B .Mackles, W 
Singer, A Steiger, John Wirth, N (■lazit!i- 
G Jackson, M Fulton, J Moliler. H F I'ehr- 
80n, P SIcCabe, Joe Knlph, L Flint, !■ rank 
Lane, Albert Green, Frank Shaw. 



CONSIGNEES. 



Per steamer Kingston from the Hound 
S Feiser >t Co, Jno Weston, K (1 I'nor 
Co, ,1. K Irvine Calbreatli ,t Co, Vaio ,V U. 
iiinehiir ,t Co, I!. C V Mills Co, I'rov I'lih 
Co, F Tve Hardware Co, H J lirady, F 
Norri,^, Itudsou's Bay Co, II A .Silby, F B 
Erskine, C Calbuth, Weiler Bros, J B An- 
der.snii J II Todd ct Hon, J I'ieacy it Co, 
Clark Stewart, W II Taylor, il A Brown, 
Jno Boyil A Co, W Woraen,FJ it Ker, Tic 
Hing it" Co, Steve Jones, Hills Syrup Co, 
Wilson Bros, T N Hibbur & Co, Saunders 
& Co, E J Salmon. P T Patton, B C Furni- 
ture Co, Gilmore & McC, W Q Cameron, H 
O Beelon . 



Coal 



Leave orders with 

Mnnn* Holland ic Co., 

BEOAD 8TBEBT, : (Oppo.iUe Dilnrd ) 



FORAKTIKICIAL » ^ , c> 

..WR.KATHS.. 

juci nl un ya wouvxbhta^ vmsKS. 
Cori.i ornnt St., One block above City Hall. 

Waterproof canvas coats 
sheep lined for Klondike 
trade. B. Wiiliams & Co. 



The first white woman to penetrate 
the Caaeiar country, and who twenty-one 
years ago viaited xllaeka in nuest of gold, 
arrived in the city laat night from 'Frieco 
and is at present a guest at the Burnes 
Houae. She ia Miss Nellie Oaehman, 
and in addition to having spent several 
years in the frozen north, she has proee- 
cuted her search for gold with \-arying 
success in almost every mining region in 
the United States. She ia out now for a 
big atake, nothing more or less than the 
mother lode of the far-famed Klondike 
ragion. She says if her experience in 
quart/, mining will stand her in good 
need, and her proverbial good luck in 
mining matters stays with her, she will 
have a chance at least to stake out a 
few claims in the mountain ol gold 
which is thought to enrich all the north. 

Miss Caahman went to the Oaaeiar 
district with 200 miners from the Coni- 
atock, Nevada, in 1S71 at the time of the 
gold excitement, being the only woman 
in the party. At that time ahe was only 
sixteen, but as subsequent events proved 
full of courage and strength. For a 
number of years ahe remained in the 
country mining and conducting a mer- 
cantile buaineaa, and then came out to 
Victoria with a stake which pat many of 
her hardier companiona to the blubh. 
Since then ahe has been eneaeed in 
mining in California, Utah, Colorado, 
Nevada and Mexico, and at the present 
time holds claims in moat of these states 

She has come to Victoria to outlit and 
will probably go north in a few days 
with (julte a i)arty. She aaya that the 
Slikine route ia the only one to take and 
that Victoria ia the only place at which 
to outlit, as ahe found out many yean 
ago. 

Miaa Caahman is a lithe, active look 
ing woman, with jet black hair, and pos 
aesaea all the vivacity and entbasiaam of 
a young girl. Her personality ia very 
atriking, and her experience in mining 
matters, as given to a Goi.o.m.st reporter 
last night, to aay the least has been 
unique. She told the story of her trying 
experiences In the North in a matter-of- 
fact busineaa-like way, and her state- 
ments can be corroborated by many old- 
tinn; miners here who knew her in the 
days of the Caaeiar excitement. 

" I went north to Caasiar with a party 
of 200 miners from Nevada just about 
twenty-one years ago," slie said, ''and 
at that time, needlesa to say, wo pen- 
etrated a practically unknown country. 
Wo went up the Stikine river to Tele- 
graph Creek early in the summer, and 
when the party settled down 
what was then a very rich ro,;ion, 
I alternately mined and kept 
boarding-house for the minere, Many 
niinera whom I learn are at preeent in 
the Yukon country, and several of your 
prominent merchanta and outlittere 
were companiona of mine in those days. 
In the fall of the year I came out to 
civilization, that ia to Victoria, but 
learning that a large number of our 
party were sick with the scurvy I baa 
tened back after aecuring six men to aC' 
company mo. 

"It took ,uo seventy-eeveu days to 
reach camp aa the winter waa very 
eevere. At Wrangel the United States 
custom a olficera tried to diasuade me 
from taking what they termed my jnad 
trip, and in fact when we had been 
aeveral daye up the river on our journey 
they sent up a number of men to iuduce 
1110 to turn back. We pushed on, how- 
ever, in the coldest kind of weather, 
with hardly any trail to follow, and 
after sleeping aeventy-Eeven days in the 
anew reached the camp in lime to be of 
service to the men, eomo of whom 
were half dead for want of proper aup- 
pliea. They are talking a great deal 
about sleeping baga, etc., for that 
northern country, but all I used on that 
terrible trip waa a pair of blankets. 
Some daya we travelled only five miles, 
for V. e took in with us about 1,500 pounds 
of Euppliee. 

" When I came out of the Oassiar 
country for good I went to a nnrubijr of 
American mining campa, and have since 
be3n travelHng and prospecting almoat 
(ontinnoutly. It ia just about two 
years and a half ago that I took it in my 
head to visit Juneau, and wliilo I re- 
mained there only a few daya I met 
many of tlio old boya of Caeaiar. At the 
time I aaid I believed the northern 
country would yet prove the richest in 



tlie world, but 1 diii not go into tho in- 
terior, aa at the time I had too much 
stake in several western mining 
campa. My brief trip to Juneau was 
vividly impressed on my mind for one 
reason. You see many of the boya were 
just about to go into the interior to 
prosjiect, and when I arrived they ap- 
peared to be glad to see me. They built 
a huge log fire and made me ait by it 
and talk of the old Casaiar days. They 
aaid it looked natural to aee me sitting 
by a camp fire as in tlie days of yore. 

" Now, perhaps, you would like to 
know something about my present ex- 
pedition North. My party ia composed 
only of my nephew and another young 
man, both robuat, hardy fellows. How- 
ever, I expect to be joined here by aev 
eral others, and we will go North over 
the Stikine route in a few days. I con 
eider it the beat route to the northern 
country, and aa I tiave travelled it twice 
when there were practically no traile, I 
know something about it. 

Aa regards outlitting, of course I will 
get everything here. Your merchants 
have outfitted me and many of my former 
companions year ago, and we ahyays got 
lull satisfaction. Is it any reason, tliere 
fore, tliat we return to them? When we 
reach the Yukon country my party in 
tend to prospect, but I will probably \iary 
that occupation by engaging in busi 
ness. 

" You would like to know how I dress 
when on such expeditions, eh? Well, in 
many re&pecta as a man does, with long, 
heavy trousers and rubber boots. Of 
course, when associating with strangers, 
I wear a long rubber coat. Skirts are 
out of the question up north, as many 
women will find out before they reach 
the gold fieide." 

Miss Caahman expects to meet many 
of her old-time companions of the Caa- 
siar district uo north. As before stated, 
one of her chief ambitions ia to discover 
the mother lode and her first efforts in 
tho north will probably be in this di- 
rection. 

A number of old Caasiar men at pres- 
ent reeident here shook hands with Miss 
Cashman at the Burns House laat even 
ing and wished her all kinds of succeta 
on the occasion of her fourth viait to the 
frozen north. 

We are (lumg our neat to advertise 
the city ami bring you trade. Now mlver 
use and let people know where lu buy and 
what to buy. 



XtlTKIlBD. 

Str. (.'liarmer from Vancouver. 

" City of King-ton. " Port Townseiid 

" Tyee . . •' " 

" Colnmbia " Yokohama. 

" Sadie " Bepariure Bay 

" Oscar " Comox. 

'• Daisy '• Chemainus. 

OLIABBD. 

Str. Charmer for Vancouver. 

■' City of Kingston, " Port Townseiui 

" Tyee " Vancouver. 

" Columbia " Tacoma. 

" Oscar '• Roche Harbor. 

" Sadie " Departure Bay 




and common carclcssnoss can rr.a':? 3 
combination KlronsT t-nouj^h to doly 
all tho liuaiing kIuII of tho i)hy.sici:;n. 
Common carelusiincss lets tho co'. I 
root and [s^vow. Common careloscno:.! 
says, betweon paroxysma of cou;;!;- 
ing, " It will bo all right in a day or 
two," and tho common end h con- 
firmed lung trouble, perhaps con- 
sumption. Tho common-sense troat- 
mont of a common cold is a prompt 
dose of Ayer'a Cherry Pectoral. It 
is the most efBcientand reliable euro 
for colds and coughs, and is con- 
stantly prescribed by physicians. 

S. IIavnes, II. D., Saranac, N. Y., sayo : — 

"I have used Ayer'a Chen7 Pectoral in my 
practice since 1853, and have always found 
It reliable for the euro of colds, cougla, and 
all lung diseaaos." 




FVco ndriec on r.ny diacaRo from our eminent 
plivaician. Address), Medical Department, 
J. C. AYEB CO, Lowell, Mass. 



Awarded 
Highest Honors— World's Fair, 




MOST PERFECT MADE. 

A pure Grape Cream of Tartar Powder. Free 
from Ammonia, Alum or cny other adulterant 
40 YEARS THE STANDARD. 



THE THERMOMETER. 

Ebqdimalt Btatiom, Feb. 14, 1 
Heport for 2-1 hours ending 9 p.m. 



The velocity and 
direction of the wind 
were as follows : 

5B.m.— Calm . 

Ip.ni.— -1 K.IC. 

9 p.m.— Calm. 

Rain-.l.(i2 
Cloudy. 
No Bim. 



„ „„,„,„ „ „ (Observed 

Barometerg a.m... -jKeduced .iu.iii 









I a.m.. 






5 a.m.. 




Mean 

43- 


i a.m.. 


IS- 


Hiphebt 


I p.m.. 


IS 


45- 






Lowest 


3 p.m.. 


VI- 


12- 


3 p.m.. 


13 






- 





UB. CABLYLE RESIGNS. 

He Has Accepted the Position of Mining 
Engineer and General Manager of 
the B. A. Corporation. 

Yeeterday Mr. W. A. Carlyle, pro 
vincial mineralouiat, sent in bis rebi^- 
nation to take effect on April 1, when tie 
becomes minine engineer and ueneral 
mine manager of the British American 
Corporation with headquarters at Rosa- 
lanii, where the company has nuule its 
L'hief pureliaeea of oropertieH 'hat have 
been iiiuler inppection and advisement 
for montlig piiat. Mr. C. 11. .Mackin 
tosh hiis acted ia full accord with the 
London directors, who :ue fully iii 
formed as to the character of ihe proper 
ties they have bouj,'ht, and al 
though they have paid hifih pricce 
for, as yet, improved propertieB 
they fully recoj^'nize thia fact 
but are prepared to take tlie risk and 
will now thoroughly develop their 
claims. Other properties may be eecnred 
and as the company is very strong fin- 
ancially and a Kentlemanof great wealth 
and mining experience in the United 
Statee, Mexico and elBewbere is Its lead- 
ing; Englieh director, good development 
work will bo carried on iu the 
moat economical manner poeaible. 
The great ability which Sir. 
Carlylo line displayed in hie posi- 
tion as jirovincial tninoralof;iEt and 
the veiy liigb opinion competent men 
have of liiin ae a ecientitio and i)racticttl 
minini; man leel to his eelection to till 
the very important jiOBition for which he 
has been chosen. The jirovince owes 
much to Jlr. Carlyle for hie eiicceeaful 
ellorta towards advancing tlie mining in- 
dustry, and while it will be a difUcnlt 
matter to fill bis place, his good fortune 
will give pleasure to everyone who knows 
him. ' 



KolliDK rilill Burntd. 

H.s.Mii.TON', Fob. 11,— (.Special) — The 
Ontaria Kolling mills were destroyed by 
lire on Saturday night. Tho Iobs is 
about :};;0,000. About 230 men were 
thrown out of employment. 

Spain's Cuban Fleet. 
M.MiiiH), Feb. 11.— Tho cruiser Sal- 
mirante Oquendo sailed from Cartha- 
cenia for Las Palmas, from which port 
ahe will proci ed to Cuba. The despatch 
of another cruiser and seven torpedo 
boats has been decided upon. The 
Bank of Spain has offered for sale 20,- 
000,000 pesetaa treasury bonds. 

TraSs With Abyssinia. 

LoKOON, Feb. 14.— The publication of 
the treaties with Abyfesinla will prove 
Bcneational. Tho rumors of big BriliBh 
concPBsions are grouudlesB. Great 
Britain secures another open door by 
most favored nation treatment iu 
respect to imports and local taxation. 



blue! RIBBON TEA 

1. TELLYOURFRIE^(,IHHWJTIT 



* DYEA===ALASKA . . . 

Only 2H Miles from Snlt Water to Lakes. 
CHILKOOT TRADING GO., i>v<=», A.ia.ua. 

OODS^IPLETE OTJTIPITS 

Grooerles - Dry Goods - Hardware. 

Victoria Agents— SHA.LLCROSS, MAOAULAY & CO., Bastion St. 




FOR THE BEST 





In Moccasins, Creepers, Gum 
Boots, Overslioes, Sox, Mitts, 
Gauntlets and Klondike Boots 



GEO. H. MAYNARD'S 

85 Donglas St 



Carpets, Carpets, Carpets 



Wilton's Axminsters, Velvets, Brussels, Tape-try 
and Ingrain Carpeting direct from the 

Mills Fine Line of I^ce and Heavy Cur- 
tains. Largest range in the city 



WEILER BROS., 

SI to 55 Fori St. 




C HEAPSIDE 

127 Government St. 



The DAWSON CITY Steel Stove, joint 
ytove Pipes, Oven Pan and tent roof plate 
vuiiuim«w«-— • j^Ijq i^o^ ^ ^ $5.75 



Our Klondyke Specialties 

STOVES, COOKIN& GEAR, HARDWARE, MLB SCALES. Elc. 



* ' GOLD SEAL, CEACK 
PKOOF GUM BOOTS 



A. B. ERSKINE, 




CEME.NT 

. . . White's . . , 
NEW 5T0CK 

Ex Benicia— 



R. P. RITHET & CO 




cm lictel Oie 
75 

Oovernment /Street 



Lenvc-VIa "S-S. KiHOST0N"-ArrlTe. 
S A.m. C a.m. 

Connecting at Seattle -wltli Overland Express. 

J. H. R00EB3, Agent. 



gAKER 



& COLSTON . , . 



Double Sereenecl Alexandra, 
Sack or Lump ppv ton... 
Doublp ScreenPtl Weniufftou.. 
First Quality Dry Cord Wood 
per Cord.. 



85.50 
36.U() 

$3.25 



Wetffht and MeaBuro OuarantecUi 
Wharf and office, Bellvllle Street. James Bay, 
Tcleplioiie (in name on card Gawley A Co ), 407. 
c^ity oOlce at S-Tlnerton & Oddy'a, Goveizunent 
St. Telepbone No. 491. t)2 




The ap])roval ot a woman beats the ver- 
liict of a jury. When once a critical 
woman liiids what she wants she is certBiii 

to njipreciatf it. please our cuiitonier.s 

every iliiy. Tliey liiui that nowhere el^e in 
tlie city can they gut as iiearlv what tliey 
want at siicli reasoiialile pl■ict".'^. "We have 
a splendid new hue of Beiirooni .'^uits. Par- 
lor Suits, E.vtension Dining Tables, Chairs, 
Sideboards, Dinner .Sets, Lamps, I'^to. 

m u. fyiiiiiit CO., 

JACOB SEHL, Manaeer. 



Canadian Pacific navigation Co.^ lid, 

7 Per Cent. Debeuti 1 ea. 

Fifth Annual Drawing. 

The following are tho numbers of tlioiloh n- 
turcB drawn lor re-piiyment ntpiir cn and Hftet 
the I6th day of Febrimry next. Iiuerest tliero 
"H,??."^^?."" "ioa5th day of rebrunry iilm 

Debtiuiires numbers, 12, -I'j. n yj 

■5 1 ' .r?.?' "^'«' ^-15. «3. 

"vV ■'■■ '! '■'"• •i'''-'.-i:w, .io.i..i7i .|;;o,.iul. ' 
!• tty IJebenluies of fSOOcncli, ?25 0CO 
file al)ovo inentioued debentures will be paid 
nn Hini after tho 15th day of February next, on 
I resontatlou of the debentures at the bank of 
British Columbia, Victoria, B.n. 
pau'y. Limited'""^'"" ^'""'"'^ Navigation Com- 
K. P. RITHET, Chnirmac. 

II . . -f. W. VINOENT, Secretary. 

(Counterslgncdt • 
W. H LANQLKY, 

Victoria, B C. 

Vlotorla, B. C. January 23r<l,^m ^'"""V 



From JMwnuheo. Tho flnest BeOD 
tiio world ever produced, on draught 



'£bo cosiest, elcanest, and cliciidt 
Bostaurantln theolty. Never olosea 



. . FLOUR . . . 

!„,,„^^??. , Market for bread or pastry. Whole- 
di?ce?fck!. """^ """""^ °' 
HARTSIAN & CO., 
Cicnornl Co m mlBulon Me rchants, 72 Yates 8t 

WUKN Iu need ol help, male and femalFc, 
WIU pay you to adTMUaa with un, " 



